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The new Stromberg-Carlson 1400 
series telephone is available in 
7 different models to meet any 
operating company’s require- 


ments now or in the future. 


When you consider that this 





telephone is quickly interchange- 
able from desk to wall-mount- 
ing, **hard-headed”’ buyers will 
immediately see its economies. 
Furthermore, its design is the 


most modern in the independent 


industry and its proven supe- 1443-A Desk Set with CE 211 
m ‘ a - dial showing numbers only 
riority of operation has already shen “egenenee” 


gained industry-wide acceptance. 


styles of gir 


























Every style can quickly be 


converted to wall-mounting 





witha simple set of plungers. 








STROMBERG-CARLSON 


Factory, General Offices: Rochester 3, New York. Branch 
Offices: Atlanta 3, Chicago 6, Kansas City 8, San Francisco 
3. In Canada: Stromberg-Carlson Co. Ltd., Toronto 1444 Two-piece Desk Set for 

use with new 1460 Bell Box 
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he Time-Tested Steel Strand. A ductile, adherent 


coating applied by the famous Crapo 


Long Service Life and Low Plant Costs wo hand-in 
hand with the installation of ENDURPRENE 
vanizing Process, provides lasting protec The Neoprene Drop Wire available in both 
against corrosion in INDIANA STEEL & Copperweld and Bronze. This flexible and easy 
RE CO. Crapo Strand. Its rugged strength to 

mizes maintenance expense. 


Modern Cable Saves Money 3 Ways— Ansonia 
Ankoseal, the modern, all-plastic, lightweight 
cable costs less to buy in the popular sizes, 
costs less to install, costs less to 


handle wire is made by the GENERAI Available 
INSULATED WIRE WORKS, INC. 


maintain. 
for aerial, duct and direct burial 


use. THE ANSONTIA WIRE AND CABLE CO. 





t Available! Wiebel's Wood Brackets are Long Life Expectancy is built into pressure Sealed Against Trouble! Communication equip- 
dé {rom thoroughly seasoned and dried treated Southern Pine Poles and Crossarms. ment manufacturers demand Kester Plastic 
od, climinating shrinkage after brackets are Carefully and thoroughly treated by AMERI Rosin-core Solder, because it makes a perfect 
‘talle Brackets are planed on all sides CAN CREOSOTE WORKS, INC., these poles seal. 
rough edges. Conveniently packed for have the extra durability required for depend 
rage. Made by L. H. WIEBEL, INC. 


able service under toughest climatic conditions. 


Prevents high-resistance joints and inter 
mittent open-and-closed circuits. Avoid trouble 


use KESTER SOLDER COMPANY 


solder . 
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Orc f KELLOGG SWITCHBOARD AND SUPPLY COMPANY e 
er for 


5 ¥ BRANCH WAREHOUSES AND OFFICES: 
Up olies 4501 Truman Road 1515 Turtle Creek Bivd. 
KANSAS CITY 1, MISSOURI DALLAS 2, TEXAS 


6000 W. 5ist Street, Chicago 38, Illinois 


1663 Mission Street 410 No. Syndicate Ave., ‘‘Midway Area'’ 
SAN FRANCISCO 3, CALIF ST. PAUL, MINNESOTA 


BRANCH OFFICES: 406 South Main Street 720 $ 


W. Washington 
LOS ANGELES 13, CALIF 
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DIRECTORY FOR THE NATION'S CAPITAL. Associated Press 


writer, Jack McDonald, describing Washington, D. C.’s telephone 


directory, recently had this to say: 


“Put Washington in alphabetical order and it’ starts in a 
slaughterhouse. 

“While some quarters probably would draw lurid symbolism 
from the fact that the Washington classified telephone directory 
begins with an abattoir (same as above), a few counts and com- 
parisons bring out some more sober generalizations in boldface. 
For example, there are: 

“(1) More major government agencies listed than restaurants 
and night clubs combined. 

“(2) More than three times as many newspaper correspondents 
as there are night clubs. 

(3) More than twice as many lawyers and law firms as there 
are either restaurants or major government agencies. 

“(4) More than three times as many embassies and legations 
(229) as musicians and orchestras (66). 





“Covernment agencies—1.487 of °em—are listed in the ‘UW 
section of the regular directory under “United States Government.” 
Most of the numbers are switehboards, which in turn connect with 
hundreds of other sub-agencies and offices. 

“Under ‘lawyers’ are 3,575 listings, but many lawyers are listed 
as both individuals and as law firms, if their name is first in the 
firm’s title. 

“The newspaper correspondents’ figure of 170 may be raised by 
the staffs of the local papers and the staffs of the 126 magazines 
and periodicals maintaining bureaus in Washington. Also boosting 
the ‘news’ total may be parts of the staffs of the 51 listed radio 
stations and LI television stations. 


“A few random observations: 

“C1) With all the conflicting testimony at congressional probes. 
there are only four lie detection agencies operating in Washington. 

“(2) If the RFC doesn’t come through. there are 166. private 
loan agencies to go to. 

“(3) Influence peddlers have their choice of 80 listed furriers. 

“(4) If there really are mystic planners in the government, as 
claimed by some, the agencies apparently do most of their own 
conjuring. There are only five psychic mediums listed in the classi- 
fied directory.” 


FAMILY FEELING. In Dallas, Tex., a telephone subscriber asked 
the business office supervisor if he could have number HA-1899. 
“That's the year | was born,” he explained. Unfortunately that 
number was already taken. 

Undaunted, the same fellow returned a few days later and asked 
if he could have HA-7747. This, too, had a sentimental connota- 
tion. It spelled “Harris” on the dial. “That,” the man added 


significantly, “was my mother’s third husband’s name.” 


HIDDEN DEVELOPMENT. 4 station installer in Pittsburgh went 
to the basement of a cafe to inspect the wiring. 

While using a flashlight to check the protector, he heard a noise 
—a kind of swish—behind him. He flashed his light in the diree- 
tion of the sound and saw a four-foot alligator coming toward him. 

He reached the first floor in one leap. The bartender explained 
that the service man had seen an alligator. It was only a few 
inches long when it arrived from Florida. He had put it in the 
cellar and forgotten about it. 

The installer said the alligator was doing quite well. But he 
thought it looked just a little hungry. 
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CROSS-CURRENT of 
trends is 


price 
tele- 
phone rate picture considerably. 


confusing the 


Now, 


small telephone companies to keep 


above all times, it is important 


formed and get a good clear picture 
to what they should do in the way 
planning both future rate cases and 
ture construction. 
Che cross-current 
as. <2) 

1-durable 


comes about like 


Farm produce prices and 


goods prices are 


roing 
n. There is even some apprehen- 
in the Agriculture 

er the prices on the food 
front. (2) On the other 


evidence that the 


Department 
declining 


hand, there is 


some regulatory lag 
utility rate cases is beginning to 
tech up with inflation. This does not 
mean that telephone rate cases are 
eveling off, or that the need for addi- 


al revenue for telephone companies 


suddenly come into balance with 


rating expenses and earnings re- 


rements. We should have at least six 
that type of activity, 
more likely the balance 


ths more of 


of the year 


Vhat is meant by the regulatory lag 


hing up with inflation is mainly a 
ter of case procedure, not softening 
rices. There has 


been no noticeable 


softening of prices on the hard goods 


nor in the labor market, nor in 


money markets, where 


telephone 
companies must go to fill their operat 
and construction 
little 


commissions 


needs. To state 


matter a more simply, the 


courts and seem to be 
ving a little more awareness of the 

for granting necessary rate relief 
And in 
es this is taking the form of ree- 


zing higher current costs. 


elephone companies. some 


‘ithin the past few weeks, three of 
highest state courts (Maine, Mary- 
laod, and Illinois) ruled that their 
ective state commissions must take 
consideration present-day inflated 


t} 


ce 


conditions in fixing rates. (In the 
Cé of Maryland, the commission went 
aloe willingly.) It so happens that 
all three of these cases involved tele- 
ph companies which are operating 
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Cross-current of price trends should be considered by small 

telephone companies in planning future rate cases and construc- 

tion. Present controversy over using original cost-less depre- 

ciation or reproduction cost new methods of arriving at rate 
base by commissions also important factor. 


This 


means that these three states now must 


subsidiaries of the Bell System. 
appear in the column of states wherein 
the commissions require some consider- 
ation of reproduction cost, or factors 
other than strict original cost in deter- 
mining the rate base. 

(See page 21 for full text of Illinois 
Supreme Illinois 


Court’s decision in 


sell rate case.) 
information 


According to the best 


and judgment of your correspondent, 
based upon an examination of the most 
recent decisions available, this is how 


the different states now line up on 
“original cost” rate base (or some close 
variant thereof) as distinguished from 
“combined factors” rate base, which 
generally includes some recognition of 
first group 


we have Alabama, California, Connecti- 


reproduction cost. In the 


cut, Delaware, Florida, Idaho, Indiana, 
Kentucky, Louisiana, Massachusetts, 
Michigan, Minnesota, Mississippi, Mis- 
souri, Nevada, New Mexico, New York, 
North Dakota, Oklahoma, Oregon, 
Rhode South Carolina, South 


Dakota, Vermont, Washington, 


Island, 

Utah, 
Wisconsin, and Wyoming. 
makes 28 


seem to be on 


That 
ently fixing 
rates for all public utilities (subject to 


states which pres- 


record as 


their state commission jurisdiction) on 
the basis of either the original cost-less 
utility 
variants closely tied to a consid- 


depreciation of properties, or 
other 
eration basis. These would include the 
so-called “prudent investment,” strongly 
favored by Massachusetts, or the “his- 
torical cost,” which is the name favored 
by the California commission. 

Now, let us take a look at the other 
group where the commissions do not tie 
the rate base strictly to the original 
cost of the utility property regulated. 
These include the following states: Ari- 


zona, Arkansas, Colorado, Georgia, Illi- 
Kansas, Maine, Mon- 
tana, Nebraska, New Hampshire, New 


nois, Maryland, 
Jersey, North Carolina, Ohio, Pennsyl- 
vania, South 

West Virginia. 


Carolina, Virginia, and 


Thus, we have 18 states where the 


commissions will consider factors 


other than original cost (as well as 
These are the so-called 
their 


tions are even more extensive than the 


original cost). 


“fair value” states, and varia- 
first list. They range from Ohio (where 
reproduction cost 
not the 


(where the 


is the controlling if 


sole element) to 


Maryland 


commission gave only a 


small degree of recognition to repro- 


duction cost but it did give some rec- 


ognition and that is the important 


distinction). 
Offhand, it 


nal cost states are still in the numerieal 


is obvious that the origi- 


majority, although some mighty impor- 
tant 
Ohio, and 
other list. 


(such as 
Illinois) 
The 


here is not 


states Pennsylvania, 
show up in the 
thing in 


confined te 


significant 


question how 


many states are in this column or that 
column. More important at this time is 
to determine which 
trend of 


way the economic 
judicial thought is swinging! 
One swallow does not make a summer; 
and three rate cases do not necessarily 
make a trend, even though they hap- 
pen to be decided within the same six 
or seven-week period. But the industry 
and telephone would be 
well advised to keep a weather eye on 


this situation, and 


management 


addi- 
tional rate cases, soon to be decided in 
other states, fare at the hands of the 
courts. 


watch how 


Would the telephone industry be bet- 
ter off if there were a general retreat 


from strict adherence to a cost rate 


base? There are other 


indus- 
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utility 





tries to be considered in this picture. 
Take, for example, the interstate natu- 
ral gas pipeline companies, now being 
regulated under a very strict original 
cost standard by the Federal Power 
Commission. These pipeline companies 
are very heavily indebted. Bonded in- 
debtedness runs as high as 80 per cent 
of their total capital structure. This 
means that as long as they are assured 
a fair return on total investment- 
even on an original cost base—the 
bondholders don’t have to worry about 
the company’s earnings covering the 
interest charges. More important, com- 
pany management does not have to 
worry about a receivership. 

But suppose the country were to go 
into a period of declining prices, which 
got to the point of softening the mar- 
ket for “hard goods,” including pipe- 
line construction? These same pipeline 
utility officials, in that case, might well 
worry about the use of current cost 
standards, or a reproduction cost rate 
base, which might result in revenues 
failing to cover all operating expenses, 
plus interest on bond indebtedness. 

What is the outlook on prices any- 
how? Over the long range most of the 
experts see no possibility for an ex- 
tended drop in prices. The consensus 
is that we niay be going through a 
period where prices will level off on a 
“plateau,” or we may even experience 
a temporary dip. But the historical 
trend of the dollar is like the historical 
trend of the British pound, and the 
frane, and lira, and every other mone- 
tary unit since the Roman denarius 
and probably before that. The long 
range trend is for a deterioration of 
purchasing power in the terms of the 
monetary unit. This means steadily 
rising prices, given a long enough 
period. 

Let us use a commonplace illustra- 
tion. Next week we may be able to 
buy a sirloin steak at the butcher shop 
for 70 cents a pound. A year ago, that 
steak might have cost a dollar a pound. 
But you will never again buy it for 25 
cents a pound, which was the price pre- 
vailing just before World War I. That 
is over-simplification, based upon a 
commodity which is highly volatile 
from a price standpoint. The price of 
commodities which telephone companies 
and others must use are not so sensi- 
tive, and their swings upwards and 
downwards are not so wide. But the 
long range curve on plant construction 
or employe payrolls, on taxes, and ma- 
terials and supplies, is steadily up- 
ward. 

It is not, of course, within the prov- 
ince of an individual telephone com- 
pany to make any decision on what 
standard its regulatory commission 
should use in fixing telephone rates. 








cover increased construction costs 


originally planned. 


The new automatic central offices 


to about 800 subscribers. 


of this section of the system. 


second loan to this borrower. 


as a result of both the REA loans. 
¢ 


8 miles of line. 





When the rehabilitation and new 


serving a total of 2,200 subscribers 


REA Approves $1,343,000 in Telephone Loans 


The Rural Electrification Administration approved three telephone 
loans, totaling $1,343,000, during the week of January 26 to 30. 

On Jan. 27, Home Telephone Co., New Haven, W. Va.. was allocated 
$80.000, the third loan to this borrower. 

This loan will be used to meet additional costs arising from changes 
in the borrower's plans, provide adequate toll trunking facilities, and 


involved since the new system = was 


The Home Telephone Co. operates in the rural areas of Mason County. 


New Haven and Letart went into 


service around the middle of December. 


When the improvements and expansion made possible under the REA 


loans are completed, the system will furnish modern telephone service 


United Telephone Association, Dodge City, Kan., on Jan. 29 received 
an allocation of $852,000, second loan to this organization. 

The borrower plans to acquire from the Western Light & Telephone 
Co., the Cimarron, Copeland, Montezuma and Ingalls systems, now 
serving 860 subscribers and 212 on switcher lines. 

The REA loan funds will finance the construction of 517 miles of new 
line, conversion of the Copeland, Montezuma and Ingalls offices to auto 
matic operation, rehabilitation of the common battery office at Cimarron, 
and installation of a new automatic office at Pierceville. 

In addition, this loan will cover increased construction costs since the 
first loan of $394,000 was approved in July, 1952. 

A total of 1,392 subscribers, including 320 now without telephones. 


will receive telephone service over 863 miles of line upon completion 


construction possible under both 


REA loans are completed, the system will consist of 1.163 miles of line 
in Ford, Hodgeman, Clark, Haskell. 


Finney, Gray, Ness and Meade counties. 


Also on Jan. 29, Millington (Tenn.) Telephone Co.. received $411,000 


These loan funds will be used to increase the basic plant capacity 
beyond earlier plans to keep pace with the rapidly expanding growth 
in population in this area. They also will cover increased construction costs 
involved since the first loan of $705,000 was approved in April, 1952 

About 3,200 subscribers in Shelby County will receive telephone servic« 


The completed system will consist of 





The commission will decide that, sub- 
ject to the courts. 

It may be that telephone companies, 
which have recently completed a great 
deal of plant installation at peak prices 
or are still engaged in doing so, would 
not like to see their commissions cast 
entirely adrift from a recognition of 
the original cost factor. Not if they 
knew we were going into even a tem- 
porary dip in prices over the next few 
years. 

But weighing the arguments on both 
sides, it would appear that over the 
past 30 years, strict adherence to 
original cost in fixing telephone com- 
pany rate bases has had a far more 


repressive effect on telephone ea 
(as compared with the earnings of 
regulated industry) than if the 
base component had been domi 
during that entire period, by some 
of recognition of reproduction cos 
Out of this period of uncerta 
some suitable compromise may em 
There probably are no public ut 
industries which would favor a 1 
to the old reproduction cost ‘gues 
games” which the valuation engi 
of the late 20’s and early 30’s us 
engage in, as rate case experts. 
there are methods and technique 
proving present-day rate base \ 


(Please turn to page 34) 


TELEPHC 











Y 












































by Ray Blain, Technical Editor 














ELEVISION and amplified sound 
joined hands in Baltimore recently 
that 


in an experiment could mean 
lrastic revision in post-graduate med 


teaching. 


This experiment proved that about 
60 medical men at one time could sit 
chairs in a large hall and watcel 
yperation that normally only one 
xy a few at most could properly 
erve One iemonstration aiso In- 
ed diagnosis of a heart disturbance. 
ugh amplification f sound, the 
‘t Deat cou ne ea 1? the ta 
Si ( rmne}l oO! r Ol N« steth« 
re Was re é 
levelopment rt this new technique 
d mean that, rder to obtaii 
special nstructior loctors 1 r 
¢ areas lid ?) he required to 
r thell patients t ive oO big 
es where medical universities ar 
illy located. They could band to 


ner as country 


on screen and see the latest in tech- 

: : 

prougeknti 

hem direct from the universities. 

Vhe this comes Pass, indoubt 
: 

the te lephor e business will become 


e complex and, it is s 


profitabl 


t. Gol Jd. J. 


ada 


McGovern 
tour of 


com 
about 
Plant 


Washington, 


Jr. has 
active duty of 


years with the Signal Corps 


ineering Agency in 
has returned to 
Bell Telephone Co. 


Pittsburgh. 


his forme 


>» and 


with the 


tion 


ennsylvania at 


1 


meone remarked recently that he 


never seen a telephone ear or truck 
g the highway with a flat tire. 
T would certainly seem to indicate 
U telephone companies carefully 


tain their cars and tires. 


ee ee 
are indebted to Harry J. 
district manager for the Cop- 
Steel Co., in 
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sillica, 
Pa ic 
per eld 


San Francisco, 








Cal., for a telephone handbook by 
Herbert Laws Webb, published back in 
This book 


equipment of that era 


1902 in Chicago. covers the 


magneto which 


appears crude indeed in comparisol 


with present-day standards. 

Strange as it may seem, however, 
point type transpositions were In usé 
it tha time but the wires were dead 
ended in each direction and jumpered 
icross. The main distributing frame of 


+ 


that period was referred to as a “cross 


is Pie li 
connecting board” and actually does not 


aitfer muc! n principle Trom the pres 
ent-day main Trame 

Th S lit i¢ bool alsc makes me tion 
of underground cable as follows: “Du 
ing the last few vears, overhead pole 
nes have peel prohibited 1! many 
large cities and the telephone compa- 
ies have been obliged to place thei 
vires underground. Underground wires 


are peculiarly unfavorable to telephone 


work on account of their necessarily 
high electrostatic capacity which is to 
a certain extent increased by the neat 


wires to each other as, fo 


large number of 


Wires have 


a Small space. 


‘The standard type of underground 


telephone cable contains 100. wires. 


These are twisted in pairs with a lay 


of about 3 inches, and the pairs are 


cabled in reverse layers, forming a 
cable about 1°s inehes in diameter. 
This cable is enclosed in a lead pipe 


having an internal diameter of 1% 


inches. The pipe is %& inch thick, and 


is alloyed with 3 per cent of tin to 


prevent chemical action tending to eat 
away the lead.” 
This little handbook will be pre 


served in TELEPHONY’S historical library 


of the telephone industry. 


that 
developed a 


It is claimed Bing Crosby En 


terprises has new video 


tape recorder which eliminates for the 
first time photographic film, by produce- 
both 


a magnetic 


movies and a sound track on 


ing 


tape. Since there is no 


film to develop, the tape can be played 
back immediately. 

Crosby engineers claim that the new 
will pro 
tele 


system entirely electronic 


duce the same quality as “live” 


shows. 
If this 


will 


vision 
successful, it 
tele- 
future 


system proves 
boon to 
the 


locations. 


undoubtedly 
that 


prove a 


ision stations may 1n 


} 


be installed in isolated 


Just recently, we were advised by a 


certain operating teleplone company 


official that their troubles averaged only 


cases pel 100 telephones per 


this is remarkably 
that 


only a few years ago drop wire troubles 


this 


In oul Opinion, 


low and we will venture to state 


alone averaged at least twice 


figure. 


It is noted that cable clamps formed 
of non-inflammable plastic are now on 
that 


clamps have good electrical and thermal 


the market. It is claimed these 


and are offered in 17 sizes 


to 114 


properties 


trom ‘s inches. 


The thermoplastic material is inert to 


fungicidal attack or immersion in water 


and remains stable when exposed to 


The 


pliability of the clamp permits openings 


mild acids, chemicals, oils, ete. 


to any necessary dimension for sliding 


over cables. 


that 
match 


A hearing aid is only slightly 


larger than a box and weighs 


only three ounces has recently been 


placed on the market. It is claimed 
that the use of a transistor to replace 
the vacuum tube doubles the amplifica- 


tion and halves the operating cost. 
e ee 


It has been said that what this coun- 


try needs is an effective remedy for 
television hangover. We could have 


used this remedy to advantage the day 
after election. 
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QUIZ AX 


by RAY BLAIN, Technical Edito 


Q. In lieu of the construction of new 
open wire leads, will it prove economi- 
cal or desirable to use either radio or 
carrier systems on power lines to pro- 
rural service in a 


vide telephone 


sparsely settled area? 
A. In the general, 
wire lines have proved the most eco- 


past, in open 
nomical in the provision of rural tele- 
phone service in most areas. However, 
received 
These were: A 
radio system between the central office 
and groups. of 


several alternate plans have 
serious consideration. 
subscribers; carrier 
channels over a_ single voice fre- 
quency pair, and carrier channels su- 
perimposed on existing 60-cycle power 
lines. 

Development engineers now have on 
field test, systems of all three types. 
It is generally conceded that consider- 
ably work will be 
required before these systems can be 


more development 


considered desirable and economical for 
general use in the provision of rural 
telephone service. 

For the typical farm customer, it is 
extremely doubtful, at this time, if they 
will ever be able to compete favorably 
with the low cost and 


easy mainte- 


nance of open wire communication 


systems. Instead, their use will prob- 
ably be limited to special applications 
and locations where open wire does not 
prove practicable. 
In general, rural plant 
expansion at the present time, prima- 
rily involves open wire lines. 


telephone 


However, 
the open wire will be 
with 
number of open wires tends to make 
able 


supplemented 
‘able in towns, and wherever the 
more economical and _ practical. 
Important factors in the determination 
of open wire use for this type plant 
have been advancements and economies 
through the use of long spans and high 
tensile strength conductors. 


@. Is the wearing of goggles by line- 
men and installers at all times on the 
job considered necessary ? 

A. Formerly, it was considered nec- 
essary to wear goggles only on _ haz- 
ardous work such as drilling operations 
where there was a possibility that a 
flying particle of masonry could enter 
an eye and injury. It was 
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cause 


learned, however, that eye injuries fre- 
quently came from working on many 
other types of jobs and for this reason, 
some operating telephone companies 
now require eye protection in all cases. 
It has also been learned that most 
accidents which involve serious injury 
to the eye come from improper use of 
hand 
proper 


tools. goggles of a 
type while using 
can prevent this trouble. 


of work in 


Wearing 
such tools 
Other types 
which the eyes could be 
easily harmed include tree pruning or 
any work with tree branches or under- 
brush; the handling of hot solder; 
placing or removing cable or wire at or 
above eye level under dusty conditions; 
handling battery acids or similar solu- 
tions; all drilling operations; handling 
high 
torches of all types. 


strength wire, and work with 

An idea of the importance of wear- 
ing goggles can be obtained from the 
report of one operating company which 
last year alone experienced 160 cases of 
eye injury to its employes. Fortunately, 
most of these injuries were slight and 
the figure includes all reports of for- 
eign bodies entering the eye, even small 
particles of soot blown in on windy 
days. 

It is believed, however, that if the 
few serious accidents can be prevented 
if the sight of 

certainly the 


by wearing goggles, or 
just one eye is. saved, 
extra moment required to put goggles 
on is time well spent for any telephone 
employe. 


Q. In the planning of some aerial 


cable construction, we must cross a 


steam railroad. Will an aerial span be 


satisfactory, or should we place the 
cable underground across the railroad 


right-of-way ? 

A. In our opinion, either method will 
prove satisfactory if 
tion methods are observed; and it is 


proper construc- 


suggested that you consider whichever 
one that will prove the more econom- 
ical in your case. 

If an aerial span is used, good poles 
should be set on each side of the cross- 
ing span and well guyed. Consult the 
railroad officials to make certain that 
poles are set the required distance from 
the track. 





In the event an underground cal 
is placed, consult the railroad offici: 
also, in order to be sure that in t 
placing of the cable the roadbed is 1 
disturbed or harmed. In most cases 
this nature, a pipe can be pushed und 
the roadbed to the satisfaction of 
railroad officials, and the cable tl 
pulled through it. 


Q. Will it prove desirable to mak: 
use of light-weight plastic-jacketed 
cable on an extra-long aerial span? 

A. In our opinion, plastic cable 
for t 


We have a recent report of 


prove entirely satisfactory 
purpose. 
job in which a 400-pair plastic-jacket 
cable was strung aerially 756 feet f 
pole to pole on a river span. We wi 
suggest, though, that you utilize | 
tensile strength supporting strand 
any long span cable construction. 
On the above-mentioned span, 25,0 
pound test supporting strand was u 
concrete 


poles were imbedded in 


well guyed. The cable was attached 


the strand by the spinner method. 


QO. We would like to know what 
advantage, if any. can be gained by 
the use of the strand-mounted type ol 


cable terminal? 


A. One 


for this type of terminal is that ] 


advantage that is clai 


may be changed without causing 
age to the terminal tail. Damage oft 
results when a pole on which a tern 
is mounted must be replaced. For 
reason, the strand-mounted termina 
generally preferred when powe! 
telephone lines are supported by jo 
used poles. 
e ee 


QM. Can you tell us what method is 
recommended for repairing small sheath 
openings in cable to avoid making a 


splice and wiping a lead sleeve? 


A. Usually a smal! sheath ope 
such as a hole or a crack may be 
paired by first slitting the cable f 
few inches with a special tool. 

Then, by the use of a pair of sp« 
cable pliers, the sheath may be opened 
the required amount to effect the neces 
sary minor repairs. Special openings 
are provided on the pliers to re-for 
the sheath in place after repairs 01 
conductors have been completed. e 
seam is then closed by soldering 
a torch equipped with a special j: 
that a small flame can be obtained. 

While this method of soldering 
seam is satisfactory on aerial ¢: 
its use is not recommended in a ! 


hole because of possible gas haza} 
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ILLINOIS HIGH COURT RULES AGAINST 


COMMISSION IN BELL CASE 


N RESPONSE to requests that Tt 
LEPHONY publish, in full, the text 
of the recent decisior of the Illinois 
Court upholding the udg 
nt of the Cireuit Court of 


preme 
Kane 
i which set aside the Illinois 
cancel 


Lh lir O1S Bell 


mmerce Commission’s ordet 


” Increased rates of the 


ephone O.. We are presenting he 
the court’s complete decision. 

The Illinois commission denied Illi 
s Bell a $28,806,000 rate increase 

equested by the company on Jan. 12, 


1951), on the theory that the company’s 


ates were already yielding a retur 
higher than its cost of 


tal (4.85 pe} 


per cent) 
cent). In other words, 


commission estimated how much 


company paid for its capital re 


rements and compared this with the 


eturn it Was getting on its investment, 


} 


ired on the original cost-less depre 


tion reserve basis. Since the exist 


rates were yielding a retur. 


higher than the bare cost of 


capital to the company, the commission 


ied the rate increase. 


l 


The state supreme court held that 


the commission erred in failing to give 
consideration to the company’s invest- 


ment in property on a_ reproduction 


new basis, in arriving at a prop- 


erty value. 


The court also held that rates of a 


ity should be sufficient to provide 


operating expenses, depreciation re- 


Scrve that is necessary in good business 


gment and operation, and a reason- 


a’ /e return to the investor on the basis 
01 the 


fair value of the utility’s prop- 


‘n an important point of the law in 
Il! nois, the court held that the state 
la. does not bar a utility from seeking 
moe than one rate increase within a 
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Holds that commission, in denying Illinois Bell 
increased rates, should have considered "re- 
production cost new" method in arriving at 
company's property value and rate of return, 
instead of basing return on “bare cost of 


capital." 


two-year period, a point of contentior 


of the city of Chicago in its opposition 
» the Illinois Bell rate increase. 


The court remanded the case to the 


Illinois Commerce Commission with di 
rections to conduct furthe, proceed 
ings. The attorney general of Illinois, 
it is reported, plans to file a petition 
for a rehearing of the court’s decision. 
If his petition is denied the case will 


be reopened by the Illinois cOmmMmIsSION, 


and hearings will be conducted by the 
new commission recently appointed by 


Stratton. At this 


(Feb. 4) it is reported that Illinois Bell 


Governo} writing 


attorneys and members of the commis 


sion will hold discussions on the case. 
The full text of the Illinois Supreme 
Court’s decision follows: 


“Docket Nos. 
Agenda 39 


32519 and 32548 
September, 1952. 
“Tilinois Bell Telephone Company, Ap 


lee, v. Illinois Commerce Commis 
Appellant.—The City of Chi- 


Appellee v. Illinois Commerce 


pel 
sion, 
cago, 
Commission ex rel. Illinois Bell Tele 
phone Company, Appellant. 

“Mr. JUSTICE MAXWELL delivered the 
opinion of the court: 

“These proceedings arise out of the 
filing of new schedules increasing rates 
by Illinois Bell Telephone Co. with the 
Illinois Commerce Commission on Jan. 
12, 1951. By Dee. 10, 


1951, and Dec. 12, 1951, the commission 


orders entered 


cancelled all of such rate schedules. 
The city of Chicago filed an appeal to 
the Superior Court of Cook County 
from the first order and the company, 
after having filed an appeal to the 
Cireuit Court of Kane County, 
filed a separate appeal from each order 
to the superior court. All three appeals 
were consolidated by the superior court 
and that court entered a judgment 


also 


Case is remanded to commission. 


setting aside the commission’s order for 


lack of jurisdiction, but did not pass 


upon the merits. From that judgment 
the telephone company and commerce 
commission each appeal to this court, 
the latter seeking reversal only as to 
one phase of the jurisdictional dispute. 

“Upon the appeal of the company to 
the Cireuit Court of Kane County, the 
causes were there consolidated and that 
that it had 


hearing on the 


court found jurisdiction 


and, after a merits, 
vacated and set aside the orders of the 
commission. 

“By order of this court all proceed 
ings, including the appeals by the com 
mission from the order of the Circuit 
Court of 
dated cases there, an appeal by Illinois 
Bell Telephone Co. 
the superior court in the consolidated 


Kane County in the consoli- 
from the order of 


proceedings before it and a cross ap- 
peal from the same order by the com- 
mission, are here consolidated. 

“Since some of the parties are appel- 
lant, appellee and cross appellant and 
the others are both appellants and ap- 
Illinois Bell 
Telephone Co. will be referred to herein 


pellees, for convenience 


as the ‘Company,’ Illinois Commerce 
Commission will be designated the ‘Com 
mission’ and the city of Chicago will 
be referred to as the ‘City.’ 

“There are two primary procedural 
The first is an 


attack by the Company upon the juris- 


questions involved. 
diction of the superior court and the 
second is brought about by the conten- 
tion of the City that the Commission 
lacks jurisdiction to 
upon a 


grant or enter 


hearing concerning the rate 
schedules. 

“The questions will be considered in 
inverse order since, if the contention of 


the City be sustained, then neither the 
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superior court nor the circuit court 
could consider the cause on its merits. 

“The City has contended, both before 
the Commission and in the courts, that 
the Commission should have cancelled 
and annulled the rate schedules filed 
with it, for the reason that less than 
two years had elapsed since the last 
order had been entered by the Com- 
mission on rate schedules filed by the 
Company, in violation of Section 67 of 
the Public Utilities Act. (Ill. Rev. 
Stat. 1951, chap. 111%, par. 71.) The 
particular portion of section 67 relied 
upon is the last sentence, which reads 
as follows: ‘Only one rehearing shall 
be granted by the Commission; but this 
shall not be construed to prevent any 
party from filing a petition setting up 
a new and different state of facts after 
two years, and invoking the action of 
the Commission thereon.’ It is con- 
tended that Section 67 creates a two- 
year period of repose, during which a 
utility is prohibited 
rate schedules. 

“The City applied to the Circuit 
Court of Cook County for a writ of 
prohibition against the Commission and 
the Company to prevent the 
from considering the 


from filing new 


former 
proposed in- 
creased rate schedule and compelling it 
t. cancel it. That court refused the 
remedy and the City dismissed its peti- 
tion. At the close of the hearings the 
City moved the Commission to disre- 
gard the evidence and enter an order 
cancelling the schedules on the sole 
ground that two years had not elapsed 
since its last order. The Commission 
overruled the motion and entered its 
order cancelling all increases but did so 
on its findings from the evidence and 
not on the City’s interpretation of See- 
tion 67. 

“This question has been arising for 
many years before the Commission and 
the trial courts, but has not heretofore 
been directly and squarely 
passed upon by this court. It is time 
that there be a final determination of 
this issue. 

“The relied 
upon by the City, appeared in the orig- 
inal public utilities 


raised 


sentence above quoted, 


statute and an 
identical included 
in the statutes ever since. It is con- 
ceded by the City that the Commission 
has consistently overruled objections to 


provision has been 


its jurisdiction based upon the two-year 
(imitation, and the trial courts have 
sustained the Commission in such rul- 
ings. It is true that we have held that 
publie utility reports are not considered 
as authority in this court on an issue 
involving the review of an order of the 
Commission and that we cannot allow 
a governmental agency to extend the 
operation of a statute by administra- 
tive regulation. (State Public Utilities 
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Com. ex rel. East St. Louis Stone Co. 
v. Terminal Railroad Assn. 281 Ill. 181; 
Mallen Co. v. Department of Finance, 
372 Ill. 598.) 


“On the other hand, such administra- 
tive and judicial authority over a period 
of 30 years is persuasive, since we are 
interpreting the meaning of the statute 
and trying to gather the legislative in- 
tent. The legislature is well aware of 
the rulings on this point, has revised 
the Public Utilities Act once and has 
amended it without 
changing the language of the quoted 
sentence. Surely, if it would have in- 
tended the sentence to act as a limita- 
tion of jurisdiction of the administra- 
tive body and found that such limitation 
was being ignored by the tribunal cre- 
ated by it, the legislature would have 


numerous times, 


amended the act in such a manner that 
its meaning be made clear. 


“A review of the cases cited in con- 
nection with this proposition indicates 
that, prior to this time, we have only 
passed upon it inferentially. 


“In the case of Chicago Railways Co. 
v. City of Chicago, 292 Ill. 190, there 
was a prior order within two years. 
Within three and one-half months after 
the order in that case was entered and 
while the appeal from the said order 
was pending, the company filed a new 
petition for increases in rates based on 
increased labor cost since their evidence 
was heard in the last proceeding. The 
commission, in the new proceeding, au- 
thorized a temporary increase pending 
hearings on a permanent increase, and 
from this order the city of Chicago 
appealed. It relied on the last sentence, 
a sentence identical with the one quoted 
above, and-other points. 


“The cireuit court rejected that par- 
ticular point but set aside the commis- 
sion’s order on other objections. The 
point was again argued in this court 
but we reversed the circuit court on 
Upon a petition for re- 
hearing the city again raised the ques- 
tion of the 


elapse. This court denied the rehearing 


other grounds. 
failure of two years to 


and filed its original opinion. It was 
the rule then, as now, that it is the 
duty of this court to rule on a juris- 
dictional defect at any stage of the 
proceeding that such a defect becomes 
apparent. (People v. Industrial Sav- 
ings Bank, 275 Ill. 139; Michelson v. 
Industrial Com. 375 Ill. 462: Werner 
v. Illinois Central Railroad Co. 379 Tl. 
2599.) 


“While we did not in that opinion 
specifically rule upon the point, it must 
be taken as rejected in view of the fact 
that it was presented and was juris- 
dictional. In the instant case the City 
ignored the above case by saying that 
there was no necessity for a test of the 





effect of the rate since it had been in 
force many years. If, as contended hy 
the City, the last sentence of Section 
67 was meant to be a limitation, then 
the fact that the reason for its exist- 


ence was not present would not alter 


the statutory limitation. 


“Both the City and the Company cite 
the case of Peoples Gas Light and Colce 
Co. v. Slattery, 373 IIl. 3 That case 
involved an attack in equity by the 
utility on an interim order of the com- 
mission denying temporary relief in a 
proceeding on schedules filed two weeks 
after the final order in a prior proceed- 
ing. In that case, while the sentence in 
question was not one of the questions 
raised, this court recognized the con- 
tinuing jurisdiction of the commission. 
The city took a few words out of the 
context, i.e., ‘and the rate having been 
in force for more than two years,’ and 
stated that the court obviously had in 
mind the sentence in question as a 
statutory period of repose. A reading 
of the whole case does not bear out 
such contention. 

“In City of City v. Com- 
merece Com. 407 Ill. 245, which was an 


Granite 


appeal from a_ service order, it was 


argued that Section 67 precluded con- 
sideration of the petition on which the 
order was based, it having been filed 
within two years of a prior order con 
matter. We 
held that the point could not be cor 


cerning the same subject 


sidered on appeal because it had _ not 
been raised in a petition for reheat 
before the commission. This was, 


effect, a holding rejecting the the 
advanced by the City. 

“The City also cites Alton Railroad ( 
v. Commerce Com. 407 Til. 202. There 


an entirely 


different question was 
volved. The city in that case used the 
sentence in question as its prince 
argument to justify its failure to fil 
a petition for rehearing on the gr 
that Section 67 


that only one 


contained a prov 
should be 
We che 


deem the language of that opinion as 


rehearing 


granted by the commission. 


authority for the City’s contention. 


“The construction contended 


seems to be in conflict with the spin 
of the act. One of its primary pul- 


poses was to set up machinery for con 
tinuous regulation as changes in condl- 
tions require. It appears to be inherent 
in the act itself. A thorough reading 
of the act, particularly Sections #6 and 
71, makes it clear that the isolated sen- 
tence is in conflict with the proposi'1on 
that a two-year period must elapse. If 
the legislature intended the last n- 
tence of Section 67 to be an abso ite 
limitation, then it 
would have placed it in Section 5! of 


two-year probe bly 


the act, and would not have tacke: 1 


(Please turn to page 26) 
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AVON PARK, FLA. 
North CX 1,000 
with 600 Lines 
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GREENSBURG, IND. e 
North CX 10,000 
with 1,300 Lines 






















WORTHINGTON, MINN 
North MCX 10,000 
with 1,200 Lines 


\ 
\ 
Among the advantages offered by North All-Relay over 
other automatic telephone systems is the minimum degree of 
temperature, moisture and dust sensitivity inherent in the 
North CX Type Relay. Bifurcated-spring, double-point pre- 
cious metal contacts close and open circuits with a self- 
polishing ‘‘wipe’’ action that keeps out dust and corrosion. 
Pressure-assembled springs and separators insure against 
contact misalignment under a wide range of temperature 
and humidity changes. 
There is a distinct cost advantage in the fact that North All- 
Relay involves no special ‘housing problems."’ The only 
heat required is that for personnel. Reasonable ventilation 
is the only air-conditioning you need. It operates dependably 
1a remote cubicle, unattended save for occasional checkup, 
as well as in the sleek corridors of a big exchange. ANY 
North system is a ‘‘pay tenant"’, in cottage or in castle... 


Whether 10 lines or 10,000 


BRUNSWICK, OHIO 
North CX 1,000 
with 200 Lines 





THE NORTH ELECTRIC MANUFACTURING COMPANY 





Originators of ALL RELAY Systems of Automatic Switching 
601 South Market Street, Galion, Ohio, U.S.A. 








on to an entirely distinct section. We 
are of the opinion that the last sen- 
tence of Section 67 does not constitute 
a limitation of two years. 

“In view of our holding hereinabove 
expressed, we do not deem it necessary 
to go into the question of whether two 
years had actually elapsed prior to the 
filing of the new rate schedule involved 
herein. 

“This brings us to the second juris- 
dictional question which is whether the 
Superior Court of Cook County or the 
Circuit Court of Kane County has jur- 
isdiction. There can be a valid appeal 
to one court only from a decision of the 
commerce commission. Section 68 of 
the Public Utilities Act provides as 
follows: ‘The court first acquiring jur- 
isdiction of any appeal from any rule, 
regulation, order or decision shall have 
and retain jurisdiction of such appeal 
and of all further appeals from the 
same rule, regulation, order or decision 
until such appeal is disposed of in such 
circuit or superior court.’ The same 
section authorizes an appeal to the cir- 
cuit or superior court of the county in 
which the subject matter of the hear- 
ing is situated and, if the subject mat- 
ter of the hearing is situated in more 
than one county, then of any one of 
such counties. The rate schedules filed 
will affect many counties so that there 
is a wide latitude of jurisdiction. 

“If the orders of Dee. 10 and Dee. 
12 be considered as separate and dis- 
tinct orders then the actions taken by 
the City with 
be considered 


reference to each must 
separately. The City 
made application for a rehearing of 
the order of Dec. 10 and when that 
application was denied it did not ap- 
peal therefrom. As to the order of 
Dec. 12, it failed to make application 
for a rehearing and consequently it 
had no right to take an appeal from 
that order. On the other hand, if the 
order of Dec. 12 was merely amenda- 
tory of the order of Dec. 10 and the 
two are considered as a single order, 
then the appeal was properly taken, 
provided that nothing else intervened. 

“In the instant case, however, if the 
two orders be considered as a single 
order, it then further appears that the 
City was not adversely affected by the 
Commission’s order and therefore had 
no appealable interest. It is funda- 
mental that the forum of courts of ap- 
peal should not be afforded to success- 
ful parties who may not agree with 
the reasons, conclusion or findings be- 
low. As appellee, a party has the right 
to sustain the judgment below upon 
any ground warranted by the record 
irrespective of whether the particular 
reasons assigned or specific findings 
are correct. Bullman v. Cooper, 362 Tll. 
469; Chicago, Milwaukee and St. Paul 
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Railway Co. v. State Public Utilities 
Com. 267 Ill. 544; Roby v. South Park 
Comrs. 215 Ill. 200. 


“From our views hereinabove ex- 
pressed it appears that the attempted 
appeal of the city of Chicago was in- 
effective and that the superior court 
had no jurisdiction. It follows that, 
since the first valid appeal was to the 
Circuit Court of Kane County, that 
court had exclusive jurisdiction. 


“This court is now confronted with 
the question of passing upon the merits 
of this case. The order of the Com- 
mission entered on Dec. 10, 1951, as 
corrected by the order of Dec. 12, per- 
manently suspended and cancelled cer- 
tain rate schedules proposed by the 
Company. On appeal the Circuit Court 
of Kane County vacated and set aside 
the Commission’s order, finding that 
such order was unreasonable and un- 
lawful, that it was not supported by 
necessary findings, that it was against 
the manifest weight of the evidence, 
and that it was without substantial 
support in the evidence. 

“After hearing many 
nesses, taking thousands of pages of 
testimony and receiving a great num- 
ber of exhibits and charts in evidence, 
the Commission found, among other 
things, that the Company is one of 19 


expert. wit- 


operating subsidiaries of American 
Telephone & Telegraph Co., commonly 
known as AT&T, included in the Bell 
System; that the Company provides 90 
per cent of the local exchange and 
intrastate toll service in Illinois and in 
conjunction with other Bell 
operating companies, the Long Lines 
Department of AT&T, and Independent 
telephone companies, the Company also 
provides interstate toll service; that 
AT&T owns 99.3 per cent of the total 
outstanding common stock of the Com- 
pany; that AT&T also owns substan- 
tially all of the stock of Western Elec- 
tric Co., Ine., the 
manufactures, 


System 


subsidiary which 


purchases and repairs 
telephone equipment and apparatus for 
Bell System companies, including the 
Company, under the terms of a stand- 
ard supply contract, and, together with 
Western Electric Co., AT&T owns all 
the stock in Bell Labora- 
tories, Inc., the Bell System research, 
development and engineering division; 
that by terms of a license contract the 
Company is obligated to pay 1 per cent 
of substantially all its gross operating 
revenues to AT&T; that the major por- 
tion of the capital of the Bell System 
operating companies, including the 
Company, is furnished by AT&T; that 
the total return of the Company for the 
year 1950 for its intrastate business 
in Illinois was $25,698,167, which was 
6.19 per cent of the average original 
cost, less depreciation, of. the 


Telephone 


Com- 





pany’s property separated by it to is 
intrastate business (that for the {2 
months ended Aug. 31, 1951, this 1 
turn was 5.87 per cent); that in 19: 
under present rate schedules, the Con 
pany’s return will be about $23,000,00: 
not including additional return whi 
may be derived from addition of te! 
phones after Sept. 1, 1951; that t! 
Company’s earnings for the year 195) 
amounted to $9.24 per share of its co: 
mon stock outstanding and that tli 
Company paid a $7.00 per share di 
dend in that year, which dividend p: 
vided earnings of $9.68 per share of 
AT&T stock on the basis of the invest- 
ment of AT&T in the Company, anid 
that these earnings in turn provided 
earnings of $13.06 per share on AT&T 
stock on the basis of AT&T’s inves 
ment in the Company, and that in 1952 
the Company’ earnings from its Illi- 
nois intrastate business will be suf 
cient to provide earnings of about $9.50 
per share on AT&T stock on the basis 
of AT&T’s investment in the Compan 
attributed to its 
business. 

“The furthe 
found that the net original cost of the 
property of the Company separated by 


Illinois intrastate 


Commission’s order 


it to Illinois intrastate operations, i! 
cluding construction work in progress, 
property held for future use, acquis 
tion adjustment account, and materials 
and supplies, as well as telephone plant 
in service, as of Sept. 1, 
$445,425,000; that approximately 65 
per cent of the property included in 
the estimates of net original cost and 


1951, was 


reproduction cost depreciated, sub- 
mitted by the Company, has been pur- 
chased since 1945 during the postwat 
period of high price and wage levels; 
that a fair rate of return on said net 
original cost of the property to the 
Company is 4.83 per cent, and on that 
basis the present rates of the Company 
will provide a return of about 5.2 pe. 
cent; that it was estimated by the Com- 
pany that the reproduction cost new of 
this property as of Sept. 1, 1951, was 
$883,969,000, and total depreciation 
thereon was estimated by the Company 
at $238,605,000; that the fair value of 
this property, giving effect to differ- 
ences between original cost and repro- 
duction cost estimates was not mort 
than $472,000,000 as of Sept. 1, 1951, 
that a fair rate of return on that fail 
value is 4.6 per cent and that present 


rates will provide a return on such fair 
value of 4.87 per cent. 

further found in 
its order that the rates in effect at ‘he 
time the proposed rate schedules were 


“The Commission 


filed are just and reasonable and tat 
the earnings of the Company under ‘he 


(Please turn to page 36) 
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REA Loan Applications and Allocations by States 
(As of December 31, 1952) 
LOAN ALLOCATIONS'!—CUMULATIVE TOTALS 
Applications | Number Pole Miles of Line Number of Subscribers 
State! on Hand as of of Total To Be To Be 
Dec. 31, 1952 Borrowers Amount Total Added’ Present Total Added Present 
United States. . .$92.056.456 231 = =$106.123.718 86.108 79,151 6.957 291,771 160.377 131.394 
Alabama ...... 3.944,490 3 2.578,000 1.790 1.489 301 10.795 6,899 3.896 
re 100,000 — —_ — — — — _- —_ 
Arkansas ..... 1.079.200 i 1,024,000 892 874 18 2.714 2,052 662 
California .... 500,050 2 374.000 195 132 63 1,967 147 1.520 
Colorado ..... 1.254.000 | 223.000 132 132 — 101 315 86 
Connecticut’ ... — —e — — — — — — a 
Delaware ..... — — — — — — — — — 
Qo) 15.040 3 967.000 135 104 31 2,445 1.985 160 
Georgia ...... 1.772.500 12 3.878.000 2.973 2.738 235 10,007 6,700 3.307 
ae 65.000 I 265.000 226 226 — 183 362 121 
a 2.597.000 9 3,042,000 1.760 1.614 146 8.664 3.339 5,325 
Indiana ...... 1.083.049 9 10,112,000 1.347 3.441 906 26,986 8.660 18.326 
ee ee ee ee 986.500 5 2.194.000 1.692 1.439 253 6.924 1.164 5,760 
a eee 5.588.534 13 4.582.500 1.507 1.200 307 11.706 3.031 8.675 
Kentucky ..... 2.260.100 1] 6.684.000 1,482 1.420 62 19,206 12,252 6,954 
Louisiana ..... 2,354,425 11 3.957.000 15ll 1.326 185 12,024 6.827 5.197 
eee ee 315,000 b 570.000 350 338 12 1.442 195 947 
Maryland ..... — a _ _ —- — — — — 
Massachusetts . . 125.000 | 10,000 12 12 - 605 202 103 
Michigan ..... 1.896.200 5 1.163.000 a34 517 17 3.380 1,620 1.760 
Minnesota .... 6,001,545 15 6.459.000 6.019 1.866 1.153 19,618 1.883 14,735 
Mississippi 1.920.000 1 1.209.000 953 $41 112 1.638 3.401 L,zo¢ 
Missouri ...... 7.350.072 6 2.462.000 2.119 1,940 179 6.840 3,268 3,2 
Montana ..... 1.979.000 3 3,942,000 6.262 6.189 73 5.368 1.713 655 
Nebraska ..... 636.000 — — — — ~ — — — 
a re — | 242,000 113 93 20 632 149 183 
New Hampshire. — — — ~ —- — — — — 
New Jersey .... — | 943.000 316 16] 155 3.146 1,622 1.524 
New Mexico ... 2.424.850 3 2,124,000 2.437 2,737 — 3.198 3,336 162 
New York ..... 750,000 2 181.000 177 142 35 1.469 333 1,136 
North Carolina...  3.696,416 % 1.556.000 2,418 2.618 95 15.701 11,213 1,488 
North Dakota .. 7.184.700 5 1.427.000 5.793 9.320 173 7,932 5.099 2.833 
a eee 125,000 2 370,000 293 293 — 1.038 758 280 
Oklahoma 1.593.000 2 897.000 792 776 16 2.137 1.281 856 
ee 239.335 3 1.512.000 764 764 — 1,170 2,420 1,447 
Pennsylvania. 810.000 4 247.000 172 107 65 975 303 672 
Rhode Island . . ~— — — —- _ —- — — — 
South Carolina. . 848.950 r 4 5.386.000 3,746 3.461 285 12,106 8.853 3,253 
South Dakota 5.602.520 2 1.763.000 1.720 1.711 9 3.774 1.292 2.482 
Tennessee ..... 1.317.785 15 5.085.000 3,329 ee 92 16.817 11,949 1.86% 
i 10.165.856 22 14,613.218 17,011 16.772 239 32,731 26.999 S,¢a2 
Urah ...... . 129.000 1 1.565.000 1.080 925 155 1.918 3,241 1,677 
Vermont ...... 15.000 — = — — — a — —_ 
Virgilia ...... 1.104.800 5 1.344.000 962 804 158 3,541 2.736 805 
Washington 1.041.500 1 2.265.000 1,492 166 =: 1.026 13.568 2,793 10.775 
West Virginia .. 929,040 3 519.000 202 190 12 1,754 1.037 717 
Wisconsin . 1.643.555 8 1.967.000 1.431 1,377 54 5.315 1.811 3.504 
Wyoming ..... 988.300 I 92.000 14 29 15 336 234 102 
A ee 83.844 — — a — — — _— — 
Virgin Islands. . — — — — —_ — an —_ —_ 
Cumulative net loan allocations (rescissions deducted). Includes Exeludes pole miles of line to be rebuilt. 
amounts not yet under loan contract. ' State figures represent data for REA borrowers incorporated 
Includes pole miles of line to be constructed or rebuilt. within the state. 
As of Dec. 31, 1952, REA had allocated $34,192.718 to 122 commercial companies and $71,931,000 to 
109 cooperatives. According to REA the 122 commercial companies will rebuild 3,885 miles and add 18.542 
miles of pole line: and will serve 64,982 present and 56,026 new subscribers. The 109 cooperatives will rebuild 
3.072 miles and add 60,609 miles of pole line: and will serve 66.412 present and 104.351 new subscribers. 
a Same data as of Oct. 31, 1952, published on page 20 of the Jan. 3 issue of TELEPHONY. 
FEBRUARY 14, 1952 27 














NOTHING SIMPLER... 


[| 





i" Se 











LINE 
RELAY 


The Board With The “100-yvear” Switch 


. * CONNECTOR O | 


SWITCH © 








ONTROL 94 oO 





vyy we Seek 


dj 


4 8 


i) 








ge eerg 
dssa= 
SSSSITTG 


# 


~e 


I 
@:, 














° 
©) 
O° 





LINE 
° RELAY 


ry PPE YY 
ie Mae Men Ran Ree A. 
MeseReeRehaak 


i] 
ay, 


RARRRAR 











Type 48 Switch-Type C-A-X 


For your small exchange 





How simple can automatic switching get ? 

Look at the diagram at the left and see! 

Note how a connection speeds between calling and called party 

by a short series of /ogical straightforward steps. 

We think you'll agree there’s nothing so easy to understand 
nothing SO simple as our 1 ype 48 oF & 

Type 48's simplicity pays off in minimum working parts 
and in fast, easy checkups by a distant operator. 


These routine checkups are about the ov/) attention it ever needs! 


Type i8's unusual dependability is due to its su itch-ty pe mechanism 
built around the Type 45 “100-year” rotary switch. 
This switch has successfully passed life tests equivalent to 


more than 100 years of continuous exchange operation! 


We supply Type 48 in 20- and 40-line standard models 

You may order it partially equipped and add lines quickly, easily, 
by adding fully-wired components. 

Type 48 provides all the services your small exchange needs 

It enables you to use up to eight revenue-building paystations 

- It can connect with your other automatic exchanges 


to form an economical-to-operate automatic network. 


Write today for new Circular 1795. Get the facts 


you'll be convinced Type 48 is your safest investment! 





Sp ELECTRIC 
RY ELECTRIL 


® 

Originators and Developers of the Strowger Step-by-Step “Director” for Register- 
Sender-Translator Operation . . . Machine Switching Automatic Dial Systems 
Makers of Telephone, Signaling and Communication Apparatus .. . Electrical Engineers, Designers and Consultants 





Distributors in U. S. and Possessions: Automatic Electric Sales Corporation 
Export Distributors: International Automatic Electric Corporation 
1033 West Van Buren Street, Chicago 7, U.S. A 




















West Virginia Independent 
Asks Rate Raise 


The Bluefield Telephone Co. has 
asked the West Virginia Public Service 
Commission for permission to increase 
its rates in nine southern West Vir- 
ginia towns. 

In a recent petition the company 
stated the proposed rates would amount 
to about $177,600 annually. 

The petition contended the utility’s 
present rates are ‘insufficient confisca- 
tory, unreasonable and unjust.” 

The company said a partial rate in- 
crease which was granted by the com- 
mission in April, 1951, was intended to 
produce a return of 6.383 per cent on 
its investment. 
pany have 
below that level. 


Rising costs, the com- 
said, lowered the return 

The additional revenue would amount 
to about $14,800 a month 
company stated, would be 
$6,700 by taxes. 


which, the 
reduced to 


Vv 


Ohio Bell Given Authority to 
Buy Five Small Companies 

Ohio Publie Utilities Commission au- 
thorized the Ohio Bell Telephone Co. 
on Jan. 29 to buy five small telephone 
companies in rural Belmont and Mon- 
roe counties. 

The authorized these 
smaller companies to sell their prop- 
erties: 


commission 


The Citizens Telephone Co., Bealls- 
ville; The Citizens Telephone Co., Clar- 
ington; the 
Sardis; the Somerton Telephone Co., 
and the Hannibal & Roundbottom Tele- 
phone Co., Hannibal. 


Ohio Bell 


Benwood Telephone Co., 


also was authorized to 
take over certain territory from the 
Powhatan Telephone Co., Powhatan 
Point. 


The decision marks the end of the 
first application by a group, to be 
financed by REA, seeking authority to 
buy a telephone company in Ohio. 
The REA-financed group 
first made its request for authority to 
buy the small companies more than a 
year ago. 


proposed 


The Ohio commission found 
that telephone service in the area was 
inadequate and that the small privately 
owned companies 


30 


were in such bad 








financial condition that 
there was little chance they could im- 


physical and 


prove their properties through their 
own efforts. 
Ohio Bell stepped into the picture 


when negotiations between the proposed 
REA-financed group and the small com- 
panies broke down. 


Vv 


Court Orders Illinois Company 
Sold to Satisfy Creditors 


Liquidation of the McHenry County 
Telephone Co., Marengo, Ill., by its re- 
ceiver, L. H. Boyd, was ordered on Jan. 
30 by Judge William Carroll of Circuit 
Court of McHenry County, following a 
resumption of hearings on the receiver- 
ship and _ financial 
company. 


problems of the 


The McHenry County Telephone Co. 
was placed in 
1952, 


Carroll, on a 


receivership on July 9, 
following a hearing by Judge 
petition of the Illinois 
Bell Telephone Co. for the appointment 
of a receiver. 

In 1951 Illinois Bell obtained a judg- 
ment for some $13,000 owed it for its 
share of toll revenue collected by the 
McHenry County Telephone Co. 

Large obligations also were owed the 
uU. S. unpaid 
Judgments were rendered. 


Government for taxes. 

The Illinois Bell filed a petition for 
the appointment of a receiver for the 
McHenry company, but at the request 
of the owners of that company, agreed 
not to press its petition in order to give 
the company an opportunity to work 
out of its difficulties and to raise the 
additional capital needed to rehabilitate 
the local telephone equipment and im- 
prove the telephone service. 

As it appeared the owners of the 
McHenry County Telephone Co. were 
not able to accomplish their objectives, 
the petition for the appointment of a 
receiver was granted. 

Larry Boyd, general manager of the 
Milledgeville (Ill.) Telephone Co., was 
appointed by Judge Carroll to serve in 
the capacity of receiver temporarily. 
J. Paul Kuhn, on behalf of the trustee- 
ship set up to operate the company, 
which had existed since the fall of 1951, 
made no objection and was willing that 
the receivership action be made. The 





wd fans 


granted fre 
action to handle the company’s affai 
as deemed fit and in accordance wit 
law without interference from prese 


appointed receiver was 


= Sa 


+ 


stockholders and the trusteeship. 


The hearings on Jan. 30 were a con- 


tinuation of ones which had been hel 
on Jan. 12. At that time the court ha 
found the proposals for reorganization 
of the company by the stockholders to 
be too indefinite on 
raising of 


construction and 
capital for 
Counsel for the McHenry company had 
said individual stockholders, as private 


financing 


persons, would be willing to dig into 
their own pockets and pay the approxi- 
mately $26,000 then owed Illinois Bell. 
Counsel also said that the stockholders 
had found that the physical assets of 
the firm were worth hardly more than 
$12,000. 


that would be the 
amount the stockholders would be able 


to pay the U.S. Government, in a com- 


Consequently, 


promise settlement of a total tax in- 
debtedness of about $36,000, should the 
Internal Revenue Department be will- 
ing to settle for such. 
government did not take as favorable 
such a settlement of the tax debt. 


Counsel for the 


Mr. Kuhn said the reorganized com- 
pany would plan to spend $183,000 for 
later improvements. Mr. Kuhn’s pro- 
posal presented on Jan. 30 embodied a 
pooling of the funds mentioned in the 
first proposal and a two-way split be- 
tween the government and Illinois Bell, 
with Illinois Bell getting less than orig- 
inally proposed. 

Illinois Bell opposed the proposal be- 


cause it did not guarantee successful 


l 


operation of the company or improve 
service to the Marengo community in 
the future. The government counsel 
stated that all he could do was to sub- 
mit the tax debt 


Washington. 


payment plan to 


Marengo’s city attorney, speaking 
behalf of the city council, also oppose 
the plan on the basis that it did 
guarantee that telephone 
service would or I 


+ = 


improved 
could be rendered 


ea 


the company. 

The court again expressed its desire 
to see that the Marengo area gets 4 
better telephone service than it (as 
received for many years. It said tat 


a plan which would gain these ob ec- 
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... the communication system of 2 
the future for LATIN AMERICA = 






Miterow ave radio relay systems are revolutionizing 
communications—by eliminating wire lines. 
Microwave provides dependable communication 
between points separated by jungles, forests, 
waterways, and mountainous areas—and stays in 


a service regardless of the storms that so often play havoc 





with wire circuits. Developed originally by 
international Telephone and Telegraph Corporation, 
microwave in its most advanced form is available 
now through ISE. an LT&T associate. Look to ISE 
for the finest in microwave—for the finest in 
communications equipment of every kind. 
FACTORIES IN SOUTH AMERICA: Cia Standard Elée. Argentina, S.A. Ind. 


y Com., Buenos Aires. Argentina * Standard Eléctrica, 5. A.. Rio de Janeiro and 
Sao Paulo, Brasil « Cia Standard Electric. S.A.C., Santiago, Chile 


International 
Standard Electric Corporation 


67 Broad Street, New York 4, N. Y., U.S.A. 





Cent telephone exchange Cables, tubes, conduits, Radio aids to air navigation leleprinters for automatic All equipment for television 
equip oent for installations transformers equipment, . complete airport com transmission and reception and radio broadcasting and 
of a size, automatic or supplies for every commu munications and lighting of written messages. receiving ... point-to-point 
Mat nication and power need, 


communication. 
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tives should not depend on how good a 
bargain the stockholders can _ strike 
with creditors. 

The final ruling of the court was 
that the company’s proposal for re- 
organization and payment of debts be 
rejected as inadequate to solve its dif- 
ficulties and that the present receiver 
be ordered to proceed immediately to 
sell the assets of the McHenry County 
Telephone Co. at a private sale, the 
date to be set by agreement between 
the defendant and the plaintiff. Money 
gained from the sale of the company 
will be applied against its debts. 

Until the firm’s sale and until a new 
company is in position to handle tele- 
phone service in Marengo, the court 
ordered the present receiver to 
tinue the operation. 


VV 


Princeton (Ind.) Company Gets 
O.K. to Increase Capital Stock 
The Princeton Telephone Co. recently 
received approval from the Indiana 
Public Service Commission to increase 
its common capital stock from $300,000 
consisting of 3,000 shares, to $500,000 
consisting of 5,000 shares, each of the 
par value of $100; and the further 
authority to sell said 2,000 new shares 
at $125 cash, per share, first pro rata 
to the present stockholders, and then 
to the employes and non-stockholders, 
with no fractional shares to be issued. 


con- 


Each present stockholder, owning of 
record three shares, shall be entitled 


to subscribe for and purchase two 
shares of such new stock, and two 
shares for each additional even mul- 
tiple of three shares so owned. 

Vv 


Indiana Company Gets Raise; 
Will Petition Another 

The Richmond Home Telephone Co. 
was granted rate increases, intended to 
return $63,986 in annual gross rev- 
enues, after a recent hearing before the 
Indiana Public Service Commission. 

Following approval of these rate in- 
creases, a company official said the 
amount granted by the commission was 
“unsatisfactory” and that a_ petition 
for further increase will be entered at 
an early date. 


Vv 
Indiana Co-op Sold to Bell 


The Indiana Public Service Commis- 
sion recently approved an Indiana Bell 
Telephone Co. request to buy the Rus- 
siaville Co-operative Telephone Co. 


Vv 


O.K.'s Financing in Oregon 
Malheur Home Telephone Co., Boise, 
Idaho, on Jan. 28 was authorized by 
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the Oregon Public Utilities Commis- 
sioner to refund short term notes total- 
ing $271,000, issued to its parent com- 
pany, The Mountain States Telephone 
& Telegraph Co., by issuing a 3% per 
cent demand note, which may be ex- 
tended beyond a period of 12 months by 
the parent company. 


Vv 


Wisconsin Commission to Hear 
Five Rate Requests 

Wisconsin Public Service Commis- 
sion was to have heard during the 
week of Feb. 9 to 13 the applications 
of five Independents for increases in 
rates. The companies applying were: 

White River Telephone Co.; Lake- 
shore Telephone Co.; Little Sturgeon 
Telephone Cooperative; Boardman Ru- 
ral Telephone Co., and Dodge County 
Telephone Co., Reeseville. 


Vv 


West Virginia Independent 
Petitions for Rate Raise 

A petition for higher rates by West 
Side Telephone Co., Morgantown, re- 
cently was heard by the West Vir- 
ginia Public Service Commission. 

The proposed 
the company’s 
$2,422. 


would raise 
revenue by 


increase 
annual 


Vv 


C&P of Maryland Secures 
Temporary Increase 

Maryland Public Service Commission 
on Jan. 23 approved in a split decision 
a temporary rate increase asked for by 
the Chesapeake & Potomac Telephone 
Co. (TELEPHONY, Jan. 3, p. 32). 

The increase is to be effective on bills 
made up after Feb. 1. 
meets the 
company’s application for a permanent 
rate raise to provide $830,000 annual 
net income, or 
$1,800,000. 


Basically, the increase 


gross revenues of 

The increases also will give the com- 
pany a 
its investment. 


return of about 6 per cent on 
The commission has 
held that the company is entitled to an 
earning of 5%4 to 6 per cent. 

Previously suggested rate increases 
of 20 and 35 cents would produce an 
income approximating the 5%4 per cent 
return. 

The increase was approved by Com- 
mission Chairman John H. Hessey and 
by Frank Harper. Commission Member 
Wilmer F. cast the 
vote. 


Davis dissenting 


Vv 


Asks Financing O.K. in Missouri 
Missouri Public Service Commission 
on Jan. 29 received the application of 


the Auxvasse Telephone Co. for author- 





ity to issue 500 shares of no par stock 
and issue a mortgage note for $65,000; 
and on Jan. 30 the application of the 
Wright City & Jonesburg Telephone 
Co. to issue 1,000 shares of no par 
stock. 


Vv 


Minnesota Company Gets Raise 
To Relieve Deficit 

The Akeley Telephone Co. on Jan. 30 
was granted rate increases by the 
Minnesota Railroad & Warehouse Com- 
mission calculated to increase operating 
revenues from $5,591 to $6,981, erase 
a deficit of $68 and return a net of 
$1,277, which on a fair value of plant 


of $30,600 would be a 4.1 per cent 
return. 
The old and new rates are: 

Old* New 
One-party business ..... $3.75 $4.75 
Two-party business 3.50 4.25 
One-party residence 2.50 3.50 
Two-party residence 2.25 3.25 
Four-party residence 2.00 2.25 


Multi-party rural 


eS RE ee a 2.715 4.25 
Multi-party rural 
DONMIOD 5 5 cise oa cess 2.25 3.50 


Season telephones 


(multi-party) Yr. Net 
ee 48.00 
Ci, rae 39.00 


*All rates billed monthly in advance. 
A discount of 25 cents per month to be 
allowed on all gross rates if paid on or 
before the end of the month in which 
service is rendered. 


The company approximately 
121 local and 106 service stations. 


serves 


Vv 


Virginia Company Subscribers 
O.K. Raise If Service Improves 

The Virginia Corporation 
sion heard counsel for some 400 Amelia 
Telephone Corp. subscribers promise on 


Commis 


Feb. 2 not to oppose a rate increase if 
they were guaranteed better service. 

William C. Carter, representing the 
Amelia Grange and other citizens, said 
his clients that the telephone 
company could not maintain improved 
service at the present rate of $2.00 a 
month. 


realize 


Vv 


C&P of West Virginia Granted 
$550,000 Increase 

The West Virginia Public 
Commission on Jan. 29 authorized the 
Chesapeake & Potomac Telephone 0. 
of West Virginia to increase rates (e- 
signed to return an additional $550,\)0U 
annually (TELEPHONY, Nov. 8, p. ~°): 


Service 


In granting the increase, the com) ls- 
sion noted that the company spent m re 
than 6 million dollars on new const) \lc- 
tion last year, and plans to spend an 
additional 10 million dollars in 1955 
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Unwinding the cable from 
its 13 feet diameter drum 
on to the launching barge. 
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Pulling in the cable 
at the Terminal end. 


Portugal’s largest 


single-length 
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A new submarine trunk-type telephone cable 
has been laid across the River Tagus at Lisbon 
by The Anglo-Portuguese Telephone Company 
Ltd. Specially manufactured by BICC, this 
3-inch diameter cable is 2,406 yards long and is 
composed of 104 pairs of 20 lb conductors. 
It is the largest single-length cable ever supplied 
to Portugal and its installation has almost 
doubled the number of telephone toll circuits 
previously available across the Tagus. 

This is a typical example of work constantly 


being undertaken by BICC to meet customers’ 





specific requirements. 
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i RITISH INSULATED CALLENDER’S CABLES LIMITED 
NORFOLK HOUSE, NORFOLK STREET, LONDON, W.C.2, ENGLAND 


Branches and Agents throughout the World 
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In the Nation's 
Capital 


(Continued from page 18) 





without resorting to “guessing games” 
on the basis of engineering appraisal 
of property and inventories. 

In the current issue (Feb. 26) of 
Public Utilities Fortnightly, there is 
an article written by one of the most 
experienced and well-known valuation 
engineers in the utility business, Jay 
Samuel Hartt of Chicago, who has 
been valuing utility properties of all 
kinds, for all purposes, since the end 
of World War I. Hartt’s is only one 
of a number of modern techniques for 
proving the present value rate base. 
But it does show how it can be done 
(making use of price indices trended 
to reflect changing price variations). 
There are calculated deductions for ob- 
solescence, to meet one of the standard 
objections to the reproduction cost 
theory. 


What the Maine Decision Decided 

Getting back to what the recent court 
case actually decided in telephone rate 
cases, the Maine case is a good example 
of changing viewpoints of the courts 
on the whole phenomenon of utility 
rate valuation. (This department has 
already analyzed the Illinois and Mary- 
lana decisions.) The Maine Supreme 
Court ordered the commission in that 
state to reconsider its refusal to allow 
an 18 per cent rate increase for the 
New England Telephone & Telegraph 
Co. In a 28-page opinion by Justice 
Thaxter, the Maine court held that the 
commission had ‘no right to take short 
cuts across the rights of others ... to 
reach popular results.” 

The Maine court agreed with the 
company that the commission erred on 
the following points: (1) Compelling 
the utility to provide service which did 
not yield a fair return on its invest- 
ment in the necessary facilities; (2) 
refusing to let the utility take rising 
costs and increased valuations into 
consideration to prove the need for 
higher rates (8) improperly excluding 
certain expenses for services actually 
incurred within Maine; (4) failing to 
give proper weight to evidence showing 
the decline in the utility’s net earnings; 
(5) refusing to let the company take 
current costs into consideration in 
figuring the rate base which would 
provide it a fair return for the service 
supplied. The case has been remanded 
to the commission for further proceed- 
ings in accordance with the directions 
given by the court. 
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Revolt at Cost Headquarters—FPC 

Rounding out this discussion of pos- 
sible changing trends in rate case val- 
uation, we have an interesting — but 
inconclusive—note from the very foun- 
tainhead of the original cost theory. 
This is the Federal Power Commission 
(FPC), here in Washington, which 
has carefully built up over the past 
16 years, such rigid adherence to origi- 
nal cost, that the commission has even 
refused to admit evidence of any other 
kind in a rate case. 





This careful cultivation of the origi- 
nal cost standard as an exclusive rate 
base measurement has been the work 
of the FPC accounting staff. It is 
surprising, therefore, to note that one 
of the FPC’s own examiners has ap- 
parently revolted at the insistence of 
the staff that only original cost evi- 
dence can be considered in a rate case. 


The case in question involved the 
Panhandle Eastern Pipe Line Co., 
which is seeking to justify a rate in- 
crease for gas transported from Kansas 
and Oklahoma fields to distribution gas 
utilities in five middle western states. 
The case had been going on for two 
years. But in the hearing last week, 
the FPC staff (represented by the FPC 
counsel) attempted to block evidence 
by the company as to the value of gas 
production at the southwestern end of 
its pipelines. The trial examiner was 
Emory J. Woodall, who took the posi- 
tion that, under the Administrative 
Procedure Act, trial examiners are free 
to determine the propriety and admissi- 
bility of evidence even though it be of 
a nature which FPC staff insists the 
commission has excluded in previous 


cases. 


The pipeline company sought to in- 
troduce testimony showing that, during 
the past decade, pipeline companies 
have gradually been forced to go out 
of the gas production business, because 
of FE PC’s strict adherence to an origi- 
nal cost standard, as compared with 
average field price s of gas production. 
FPC counsel indignantly demanded 
that such evidence should be excluded, 
and filed an appeal with the commis- 
sion when the examiner overruled him. 

There the matter lies for the mo- 
ment. Exchanges between trial counsel 
and the examiner were so warm that 
a general showdown may result, in- 
volving a new decision of the FPC on 
the admissibility of such evidence, and 
possibly a court appeal. Trial Ex- 
aminer Emory J. Woodall refused to 
be bound by past decisions of the com- 


mission. 
“Who fixes policy in the lawmaking 
job of the United States?” Woodall 


demanded, then answered his own ques- 





This is proven daily in exchanges of ever} 
... for over 60 years Exide Batteries have 
serving the Telephone Industry . . . the} 
chester positive plate with its exclusive b 


provide extra conductivity for sustained 
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type construction provides exceptionally | 
life . . . latest developments on molded 

jars permit compact space saving install 
. . . heavy terminal posts with copper in! 


age at high discharge rates . . . microp0 
rubber along with slotted plastic separ 
are impervious to chemical and electrical 
actions . . . plastic spacers assure plate 4 
ment... for assured dependability, long 
and low-cost maintenance use Exide Man¢ 
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aterials and Supplies . . 
varantee of Stromberg-Carlson 
eading Manufacturers... 


iptuiinn-amile... everstick anchors 


cook testerm drop wire oe designed to meet he mos ii 
connector 


Built of lighter alloys, the new Cook Testerm Drop 
Wire Connector provides better insulation, reduces y simple under all condi- 
shipping costs, simplifies installation, occupies £ tions and permitting easy 
less space and further improves the connecting 
methods of subscriber drops to open wire. 


anchoring and guying specifications. 


The patented EVER- 
STICK Nut Housing locks 


anchor firmly on rod, 





making installation 


recovery of the rod. Note 
well-designed, heavily 
Overall dimensions of the unit have been reduced constructed sections of 
but the spacing between the conductors is the 


same as the original design. 





metal in base plate. 


EVERSTICK Expanding 


T se 1 cov e detachable from the . 

The base and over ar etachable f om th Mietan avn sthed te 
mounting bracket by a bayonet locking arrangement 
of three Everdur studs that are ‘‘upset’’ to prevent 
loss of nuts during installation. These nuts fit the 


double their original 


fens 


strength; their cutting 


tandard socket wrench. Wire entrances are sealed The new Testerm Drop Wire edge and wedge shape 
by a Neoprene gasket to prevent the entrance of Connector Part No. 563-30 arm socket reduces earth 
isects, dirt and moisture. supercedes Part No. 563-1 resistance to a minimum 


and assures easy expan 
sion. 

Three-Way EVERSTICK 

with expanding plates 
h | contacts solid earth at 
t e to 0 every point around base 
plate, giving full benefit 
da nd of earth’s holding power 
Spreader Arms extra 


the sleeve heavy ribbed with ball 


and socket joint at toy 


that are made to work together and clinched socket on 


expanding plates allow 






















heavy bearings to move 


Together they make the perfect splice—good 
; for the life of the wire—fastest and simplest 
e\ way to a perfect job. 


freely with minimum fric- 
tion, insuring easy ex- 
pansion which eliminates 


buckling or breaking of 


EVERSTICK Anchor 


... the anchor of merit 





arms 
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per pound! 
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The ONAN 
<_ wv Electric Plant 


5,000 or 10,000 WATTS 


Designed to fit every application better... standby, portable, mobile 
and stationary. Whatever your need for electric power, the new Onan 
CW-5 and 10 give you top performance and value! 

Here for the first time are 5 and 1OKW electric plants powered by 
revolutionary, new air-cooled gasoline engines, designed and built by 
Onan exclusively for electric plant use! 

Both engines are 1800 R.P.M. The 13HP Onan engine which powers 
the CW-5 and the 20HP Onan engine used for the CW-10 weigh 
much less than general-purpose engines, and are amazingly compact. 
Built to deliver dependable, trouble-free service in heavy-duty use. 
Two-cylinder, alternate-firing design assures smooth, vibration-free 
power. New, quiet, highly-efficient vacuum air cooling drives out all 
heated air through one side duct. The same duct carries exhaust 
gases, simplifying installation. 

Impulse-coupled, high-tension magneto ignition for quick starting 
under all conditions. Both models in all standard voltages 60-cycle 
A.C., single or three phase. 


Sat Cul Foot in design and engineering 


@ Twin-cylinder, horizontally-opposed, air-cooled, alternate-firing engines . 7 
Aluminum-alloy cylinder heads @ Extra-large, replaceable bearings @ Full- 
pressure lubrication, 6-quart oil capacity, oil filter @ Impulse-coupled, high-tension 
magneto ignition, radio suppressed @ Quiet, vacuum air-cooling of generator and 
engine @ Excellent accessibility; snap-off air housings @ High-performance 
generators @ Completely equipped with controls and instruments. : 


— 
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Write for folder and specifications 


D. W. ONAN & SONS INC. 


7867 UNIVERSITY AVE. S.E., MINNEAPOLIS 14, MINNESOTA 
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tion, “The Congress does; not thi 
commission.” 


Tobey's Anti-Gambling Bills 

Two anti-gambling bills of impo 
tance to the telephone industry, hav 
been introduced by Senator Tobey (R 
N. H.). These bills have been referr 
to the Senate Interstate Commerc 
Committee, of which Tobey is cha 
man. They are the outgrowth of t) 
old Kefauver committee’s investigati: 
in the 82nd Congress, of gambling ar 
related criminal activities. One of the 
bills (S. 716) would make it unlawf 
to “knowingly” send or transmit 
interstate commerce, by wire or wi 
less, any bet or offer to bet—subj 
to fine and imprisonment. 

Another bill (S. 717) would simila 
make unlawful the transmission 
telephone or telegraph of any gamb! 
information ‘“‘knowingly,”’ where su 
information was obtained without 
consent of persons conducting sport 
events on which wages might be ma 

Telephone companies at the last 
sion of Congress, when similar b 


were introduced, were not satisfied t 


the language would exempt then 
oppressive penalties in carrying 
their regular public utility operat 
and fulfilling their service respons 
ties to their subscribers. 

Another bill (S. 718), in the sa 
series sponsored by Senator Tobey, 
vides for the licensing of persons 
gaged in the dissemination of ra 
and other sporting information; 
this did not especially concern 


phone companies. 





Illinois Court Rules 
Against Commission 


(Continued from page 26) 





said rates were just and reasonable 
that the Company failed to maint 
its burden of showing that the rates 
filed in the new schedules are just 
reasonable. It is to be noted that th 


f 


Commission’s order, in its finding 
26, stated what the Company’s « 
mate was of the reproduction cost nev 
of the property separated by [Illinois 
intrastate operations, yet nowhere 0 
the Commission’s order is there a f 
ing by the Commission as to what valu 
it found or fixed for the reproduction 
cost new of this property. 

“The Company attacks the Commis- 
sion’s findings and order and _ states 
that two issues are presented: (1) 
Whether the Commission may fix \til- 
ity rates without giving effective «on- 
sideration to current economic co: dl- 


TELEPHO 


FEES 











t 


« 


t 


ns, particularly the current earnings 
other enterprises and present price 
vels, (2) whether the Commission’s 
echanical ‘interest plus dividends’ for- 
ila is a reasonable and lawful basis 

rate regulation. From the record 
this case it appears that a consider- 
le amount of testimony and evidence 
is produced by the Company in re- 
ect to its first point, and a serious 
tempt was made to compare the earn- 
gs, capital structures, dividends, 
tes of return, investment and debt 
atios, of various large industrial cor- 
rations with those of the Company 
er a period of certain years. 


“This court declared in Public Utili- 
Com. ex rel. City ot Spring fie ld v. 


Spring fle ld Gas and Ele ctric Ce. 29] 


I 


209, at page 217: ‘ that to 
luce the investment and continuance 
capital there must be some hope of 
in commensurate with that realizable 
other business, and that the mere 
surance that the investment would 
be confiscated would not suffice.’ It 


s 


evident that in the exercise of its 
nd discretion the Commission, in the 
ng of reasonable rates as required 
t by law, must necessarily consider, 


yng other things, the factor of a 


isonable return on the capital placed 
the utility by the investors. In the 
nal analysis, the rates fixed by it (in 
ng prices as low as possible for the 
eral public purchasing the serv- 
ces) should be sufficient to provide for 
erating expenses, depreciation, re 
erves that are necessary in good busi- 
ess judgment and operations and a 
sonable return to the investor on 
basis of the fair value of the utility 
perty. This court will, however, 
e notice of the fact that there is a 


Terence in industrial company in 


vestments and public utility invest- 


nts, it being very apparent that with 
ying degrees of risks there must 
essarily be varying degrees of  in- 
ne return on invested capital. When 
esting in a business dedicated to 


lie service one must recognize that, 


as compared with investment in pri 


e business, he cannot expect either 
h or speculative dividends, but that 
obligation limits him to only fair 
| reasonable profit. Dayton-Goose 
eek R. Co. v. United States, 263 U.S. 


The Commission now urges this 
rt to depart from its established 
dings in publie utility rate cases on 
basis of the decision of the United 
ites Supreme Court in the case of 
leral Power Co. v. Hope Natural 
Co. 320 U.S. 591. The problem in 
Hope case dealt chiefly with a 
ting asset (natural gas) and an 
ination of the court’s opinion in 
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“Why doesn’t our car 


stand up like that KOPPERS POLE? 


They’re both the same age! 


@ Koppers Poles do “age gracefully.”” Through the years, 
these durable poles retain their strength .. . stay sound and 
serviceable. 

Utility companies can always count on long, trouble-free 
service from Koppers Poles—the kind of service that makes 
line operation easier, better, more economical. 

Specify Koppers Full-Length Pressure-Creosoted Poles. 
You'll get appreciable savings in maintenance and replace- 


ment costs. 


KOPPERS COMPANY, INC. PITTSBURGH 19, PA. 
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that case clearly shows that it is not 
in point with the case at bar. 

“It was urged before the Commis- 
sion, and urged at times in the Com- 
mission’s brief, that the Commission 
should be permitted to use as a basis 
for its findings and fixing of reasonable 
rates only the value of the investment, 
without regard to the present value of 
the company’s property dedicated and 
actually used in public service. It has 
further been pointed out by the Com- 
mission that one of the principal fac- 
tors which enters into fixing valuation 
of a public utility is the rate of return 





itself. This statement at first blush has 
a deceptive quality of truth. Its best 
criticism is that it creates an inex- 
tricable circle, providing no beginning 
nor any basis for fixing a rate of re- 
turn other than the nebulous formula 
‘that when all things are considered 
the rate should be just and reasonable 
and provide a reasonable return on the 
investment.’ A further criticism would 
be that the adoption of such a rule 
would inevitably lead to the sin of over- 
invested capital, or to a situation sus- 
ceptible to ‘watered stock.’ It was for 
this very reason that the sound, com- 








Here’s the Neale Model K Pull Type 
Spinner—engineered for versatility. It’s 
doing a great job on electric power lines 
... and telephone lines, too! Model K 
has a maximum capacity of three 2” O.D. 
cables, and will spin single cable as small 
as 5,” O.D. This spinner may be used 
with either one or two coils of spinning 
wire, so you may have either a 13” spiral 
or wire 61,” apart. Model K is furnished 
with two LCS Lashing Wire Clamps, tow 
rope, cable placing dolly, and chest. 


Contact your jobber 


Se ff 
Cable 


se 


ws 


Z 


Use Neale Wire 
For Best Results 





pA 
| 
] 
| 
Available in 7 different types. 
There’s just the wire for your 
particular requirements. 


Spinning Equipment Co. 





3100 TOPEKA AVE. 


TOPEKA, KANSAS 
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mon-sense, and business-judgment r 
of a reasonable return on the fair va 
of the property was evolved in t 
history of rate-making in this count 


“Although the Commission has s 
fit to disregard all Company estimat 
in respect to reproduction cost of 
Company’s property, it has nevert 
less recognized that the reproduct 
cost exceeded the net original cost 
$28,575,000. The basis for this amor 
of excess valuation is stated to bh 
‘judgment estimate’ of the Commissi 
It is supported by no evidentiary fi) 
ings and has no basis in the record of 
this case. It appears that the C 
pany’s criticism in this respect is « 
rect —that the net original 
the Company’s property derived fron 
equity 
Commission by a certain factor result 
ing in a maximum figure of $472,00 
000 and that this factor 
from the fact that the stock market 
quotations of AT&T stock exceeded thi 
book value by such percentage fact 
What 
has to 
shown. 


cost f 


capital was increased by ( 


was deri 


relationship, if any, this factor 


present fair value is nowhere 


“In Illinois 


Illinois Com merce 


Central Railroad 
Com. 387 Ill. 
page 275, this court, in recognizing 

right of a utility to have its rates pro 
duce a 


Co 
256 


return, stated, ‘The 
limitations imposed upon the courts i 


reasonable 


reviewing orders of the commission are 
well defined. The settled that 
the matter of rate regulation is essen- 
tially legislative. The fixing of rates is 
not a judicial It is to be 
noted that in the said case the holding 
expressly provided for a reasonable r¢ 
the util 
ity’s property used and useful in the 
public service. It 
what 


law is 


function.’ 


turn on the present value of 


is our opinion tna 
is meant is present fair valu 
“The statutory language that rates 


and charges made by a public utility 


shall be ‘just and reasonable’ has re- 
mained unchanged since the Public 
Utilities Act of 1913. In construing 
the statute this court held that the 
Commission must use a rate base which 
represents the present fair value of 


the utility property, arrived at 
full and proper consideration of repro- 
duction 


after 


cost, and a reasonable return, 
based upon an appraisal of the oppor- 
tunities available for investment 1 
other enterprises. Public Utilities ( 

v. Springfield Gas and Electric Co. 291 


Ill. 209. 


“In 1933 the legislature added c- 
tion 36 to the Public Utilities t, 
which provided for temporary raté 
ductions when the Commission 
that a utility’s earnings are ‘ 
excess of the 
reasonable 


if - 


required for a 
the value ° 


TELEPHO® Y 


amount 


return upon 














said 


held 


Ii lin 








: 
' 





siid public utility’s property used and 
eful in rendering its service to the 
public. * * *” This court further 
held, as it had previously done on many 
casions, that the determination of 
st and reasonable rates under the 


I\linois statute depends upon the pres- 
ent fair value of a utility’s property. 
Peoples Gas Light and Coke Co. v. 
Slattery, 373 iH. 3 
‘Section 30 of the Public Utilities 
t empowers the Commission to con- 
ct valuation proceedings. Sections 
and 36 of the act require that the 
tes be just and reasonable. Section 
65 of the act requires the Commission 
make and render findings concern- 
the subject matter and facts in- 
quired into and enter its order based 
ereon. Such findings of fact must be 
sufficiently specific to enable the courts 
intelligently review the orders of 
commerce commission, and to ascer- 
n if the facts upon which such or- 
lers are based constitute a fair and 
easonable basis for the decision of 
Commission. (lllinois Central Rail- 
Il Co. v. Commerce Com. 411 II. 
26.) It is evident from the record in 
s ease that the Commission has 
ailed to make specific findings as to 
eproduction cost of the property. We 
ared in Sprague v. Biggs, 390 Ill. 
at page 563, that reproduction 
t, less depreciation, is an essential 
tem in the fixing of a rate base. 
This court previously stated in the 


‘ inate ld Ga and Ele ctrie Co. Case 


it could not be laid down as a rule 
out qualifications that cost of re 
duction new, less depreciation, is 


only basis of valuation for rate 
king purposes. We also there de 


ed that it was equally true that 


riginal cost of construction, less 
epreciation, cannot be held to be the 
proper basis for determination of 
lation for rate-making purposes. 


‘+h ease must be considered on its 


merits and such result of value 
ved at as may be just and right in 
case. It is not a matter of fon 


as, but there must be a reasonable 
gyment having its basis in a prope. 
ideration of all relevant facts. This 

t will consider any value a fail 
aiue which fair and reasonable men 
d say ought to be attached to the 
erty, under the circumstances of 
particular case, for the purpose of 
suring a return which the public 
should pay to the investor. 

Che legislature has seen fit to fix 
esponsibility of this decision upon 
‘ommission and the solution of the 
em in each particular case is one 
ly within the province of the Com- 
m nm. It is not the office of the 
udi iary to fix utility rates. We can- 


+ 


hot cay that the percentage return of 
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RAYTHEON RECTICHARGERS» 


(Battery Chargers) 


HELP PROTECT UTILITY POWER LINES 


The same dependable RectiChargeRs, so widely used throughout the 
Telephone Industry, help guard your community against power and light 
failure. Operating unattended in remote sub-stations, they charge the 
batteries which operate circuit breakers — help guard power lines 
against lightning surges, provide circuit protection during storms and 


other emergencies. 


Power companies prefer Raytheon RectiChargeRs for the same reasons 
you do... because they are fully automatic — maintain constant voltage 
Output over the complete load range — follow the load and compensate 
for wide input changes — never overcharge or undercharge — contain 
no tubes or moving parts to wear out — require routine inspection only 


once or twice a year. 





C ‘ ° 
Gxcellence one lechiontcs 








RAYTHEON 


MANUFACTURING COMPANY 


EQUIPMENT SALES DIVISION Specify Raytheon 
DEPT. 6270-T, WALTHAM 54, MASSACHUSETTS ReciChargeRs and 
RectiFilteRs for com- 

DISTRICT OFFICES: BOSTON, KEW YGRK, CLEVELAND, CHICAGO, NEW pletely dependable 
ORLEANS, LOS ANGELES (WILMINGTON), SAN FRANCISCO, SEATTLE Telephone service. 


INTERNATIONAL DIVISION: 19 RECTOR ST., NEW YORK CITY Your supplier offers 


a complete line for 
RAYTHEON PRODUCTS INCLUDE: RectiChargeR* battery all requirements. Ask 
chargers; RectiFilteR* battery eliminators; Voltage stabilizers 


him for details or 
(regulators); Transformers; Tubes and other electronic equipment. write direct. 












*Reg. U. S. Pat. Off. 
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Seymour Smith presents 


PRUNING SAWS 


that CUT FASTER 
No. 922 


ae 


Hy, * . 
’ ¥ 
thy 
My. 
ey 
Veg 
1 


6220 


No, 514 


Specially designed for ay 


arborists and other profes- 
sional users. A complete 
line of 7 patterns covering all require- 
ments up to chain saw work. 





Blades — made by Sandvik of famous 
Swedish charcoal steel — have fast-cutting, 
large, deep teeth with heavy set to prevent 
binding. Handles are of laminated hardwood, 
streamlined and free from horns and 
projections. 


also LOPPING SHEARS 





5 patterns in various sizes, includ- 
ing the new Seymour Smith TIFFANY PRUNER. 


TREE PRUNERS POLE SAWS 


fj 


4 
R 
No. 20 


Saw 
Head 


No. 11 ‘'Telephone’’ tree pruner No. 20 saw head has 
head, with 1” capacity and No. 16” needle point 
12 with 11/2” capacity are the fin- teeth, is adjustable 
est available. Also rugged poles to 3 positions. Uses 
of selected spruce with seamless standard poles. 
aluminum joints. 


PRUNING SHEARS 











No. 90 Professional Double-Cut 


For generations Seymour Smith has been supplier 
of the finest hand pruners for professional use. 
Made in 8 models for all requirements. 


Most dealers carry 
Seymour Smith prun- 
ing equipment. Write 
us for descriptive 
literature. 





Seymour Smitn 


LAST LONGER | 









SEYMOUR SMITH & SON, INC. 
32902 Main St., Oakville, Conn. 
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5.2 per cent (based on present fair 
value) in itself in this particular case 
is unreasonable under the circum- 
stances which are peculiar to this util- 
ity—such as the payments of certain 
amounts to AT&T under the license 
contract and amounts expended for 
purchase of supplies from Western 
Electric, said amounts being included 
in operating costs. Ordinarily, the util- 
ity is entitled to a rate of return not 
less than the legal rate of interest. 
Public Utilities Com. v. Springfield Gas 
and Electric Co. 291 Ill. 209. 





“The reproduction cost should have 
been determined and stated in the find- 
ings of the Commission. 
ment will 


This require- 
work no hardskip on the 
Commission, because, if it considered 
all the proper elements, it must neces- 
sarily have first found the values of 
said elements, and there is no sound 
reason why the ultimate conclusions of 
the Commission or the elements con- 
sidered by it in determining the present 
value should not be set out in its find- 
ings. (Public Utilities Com. v. Spring- 
field Gas and Electric Co. 291 Ill. 209.) 
In this respect the Commission erred 
because a fair present value of a pub- 
lic utility cannot be determined with- 
out full and proper consideration being 
given to the cost to reproduce it new. 
“This make 
new rates and, as previously stated, the 
legislature has vested in the Commis- 
sion the 


court is powerless to 


exclusive function of fixing 


just and reasonable rates of 


utilities. 


public 
Orders of the commerce com- 
mission are entitled to great weight 
and when the sufficiency of an order is 
questioned it will not be set aside un- 
less it is clearly against the manifest 
weight of the evidence, is arbitrary or 
unreasonable, or in clear violation of 
a rule of law. The order of the Com- 
mission, as a legislative act, is 
valid, 
exercises an 


pre- 


sumed to. be even where the 


court independent judg- 
ment in reviewing it. This court has so 
held in Peoples Gas Light and Coke Co. 
v. Slattery, 373, Ill. 31. 
the very case we declared, at 
page 54, quoting from the Springfield 
Gas case, 


However, in 
same 


‘The basis of all calculations 
as to the reasonableness of rates to be 
charged by a corporation maintaining 
a public utility under legislative sanc- 
tion must be the fair value of the prop- 
erty being used by it for the conveni- 
ence of the public, and in 
ascertain that 


order to 
value the original cost 
of construction, the amount expended 
in permanent improvements, the pres- 
ent cost of construction, the probable 
earning capacity of the property under 
the particular rates prescribed by stat- 
ute, and the sum required to meet op- 
erating expenses, are all matters for 
consideration and are to be given such 





weight as may be just and right 
each case.’ 

“In the Slattery case we held th: 
a 5 per cent return could not be 1 
garded as confiscatory, yet stated 
the same opinion that if the inqui 
were one of fixing a just and reaso 
able return upon the valuation of t 
Company’s property we would ha 
doubt as to its adequacy. \\. 
also held in the same case that it 
not a denial of due process of law f 
the Commission to give little, if ai 
weight to testimony as to the reprodu 
tion cost new of the utility as being 
hypothetical and conjectural. We f 
ther stated that the Commission had 
the right to weigh the testimony of 
the experts and make its own deten 
nation whether the testimony truly 
brought out the fair value or contained 
mere conjectures or suppositions as to 
We point out that the 
quiry before this court in the Slattery 


some 


J 


the value. 


case Was a question of confiscation and 
not a question of the determination of 
a just and reasonable return. 
“Determinations of values and valua- 
upon various 


tions properties, struc- 


tures and businesses must necessarily 
be founded upon opinion. It is under- 
standable that the factors which ente: 
into the picture of determining values 
are many and varied to such an extent 
that several qualified and credible ex- 
perts can honestly fix appraisals of the 
same properties at varying levels and 
in different amounts. This, in itself, 
should not afford the Commission op- 
portunity to entirely reject expert opi 
ion testimony as to valuation in cases 
of this nature, where the Commissio 
itself makes no serious or earnest effort 
to avail itself of the powers and rights 
it has, in the protection of the public 
interest, to ascertain values of property 
as provided for in Section 30 of the 
Public Utilities Act. 

“We are of the opinion that the find- 
ings of the trial court, that the Com 


mission’s order cancelling new rac 
schedules is unreasonable, is against 
the manifest weight of the evidence 
and is without substantial supp: i 


the evidence, are borne out by _ the 
record. 

“We are further of the opinion that 
the Commission committed err 
failing to make specific findings of th 
element of 


reproduction cost new 0! 


the Company’s property. 


“The judgment of the Superior Cowt 
of Cook County is reversed. The j\id%- 
ment of the Circuit Court of Kane 
County, vacating and setting aside the 
Commission’s order cancelling new | ate 
schedules is affirmed, and this caus: !5 
remanded to the Illinois Comm: ce 
Commission with directions to conc ict 


proceedings not inconsistent herew 
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into your lines with 


AMCRECO POLES 














To give you the best telephone pole possible, 
Amcreco poles are pressure treated in creosote. 
Not just dipped, not just soaked — but 
creosoted under pressure by the Amcreco 
treatment methods. This treatment forces 
protective creosote right into the cells of the 
wood — preserves the natural strength of 
the wood — assures many years of depend- 
able service. 


Poles pressure treated with creosote by 
Amcreco methods have high resistance to 
fungi, to insects, and have greater strength 


throughout the life of the pole. This means Amcreco 








fewer replacements and lower maintenance a /y, 
costs with less service trouble. For your next Gu LOCCES 
job, contact one of our nearby sales offices. Creosoted 
Products 
AMERICAN CREOSOTING COMPANY > 
creosotine [im © cneoeoTine 
COMPANY ESS |} COMPANY 





mcoaronatso mcomPromaTio 


GENERAL SALES OFFICE—CHICAGO, ILLINOIS 
18 FIELD SALES OFFICES TO SERVE YOU 
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That EXTRA HAND 
an installer needs 


No need to mark screw holes. Just 
hold the base where it’s to go, point a 
“Yankee” No. 41 Automatic Drill 
where you want the screw holes and 
push ...an easy, one-hand job. 

Keep your grip on the base with 
one hand, drive the screws with a 
“Yankee” No. 130A Spiral Screw 
Driver . . . another easy, one-hand 
job. The spiral does the heavy wrist 
work. The “quick-return” spring 
keeps the bit in the screw slot. 


No. 41 Automatic Drill 


chuck 
poi nts 


Improved 
drill 
while drilling, yet re- 


leases them easily. Re- 


holds 


securely 


turn of handle revolves 
drill backward to clear 
chips. Eight drill points, 
Vig’ toll)”, in magazine 
handle. All exposed parts 
chromium plated, 


No. 130A Spiral 

Screw Driver 

with “quick-return” 
spring 

Spring in handle brings 

it back automatically 

after each stroke. Drives 


and draws with a spin- 
ning start that saves your 





time, temper and labor. 
Three different size bits. 


Ask your regular supplier for the 
“Yankee”? No. 41 Automatic 
\ Drill and the “Yankee” No. 
\ 130A Spiral Screw Driver. 





YANKEE TOOLS NOW PART OF 


THE TOOL BOX OF THE WORLD 





NORTH BROS. MFG. CO. 
Philadelphia 33, Pa. 
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GUEST 
REGISTER 


The first meeting of the Paris Chapter of the Armed Forces Communications Association took place 
lounge at SHAPE headquarters. 


in the officers’ 
ROBERT BRYGOO, 


communications officer ALFCE H. 9., is greeted by Maj. Gen. F. 
BRANDT, chief signal officer at SHAPE (left), and Brig. Gen. |. 


French Gen 
L. ANKEN 
L. FARMAN, communications off 


After signing the guest register, 


AAFCE (right). 


Paris Chapter of 
AFCA Is Formed 

A new chapter of the Armed Forces 
Communications Association was in- 
augurated in Paris, France, at a meet- 
ing of the chapter on Dec. 3, 1952, at 
SHAPE Headquarters, near Paris. 

Temporary officers of the 
John T. Quinn, 
Francis H. 
first vice president; Maj. Gen. Francis 
L. Ankenbrandt, 
SHAPE, vice 
Glenn Palmer, third vice 
Maj. A. W. Hall, secretary; 
Neitt, treasurer. 


chapter 
Maj. 


honorary 


are: president ; 


Gen. Lanahan, 
office ; 
Col. 
president ; 


Maj. Me 


chief signal 


second president ; 


General Ankenbrandt, in a brief ad 


dress, extended his welcome and was 


the interpreter of all present in de 


livering the chapter’s expression of 
Lanahan, fo. 
mer chief signal officer of SHAPE, now 
United 


the chief 


appreciation to General 


in the States, for having been 


moving spirit in the forma 


tion of the new chapter. 

General Ankenbrandt then introduced 
President Quinn, who outlined the ob- 
jectives of the and the 


new chapter 


particular significance of this first 
meeting being held, through the cour- 
tesy and support of General Anken- 


brandt, on the premises of the head- 
quarters of the allied countries of the 
North Atlantic Treaty Organization. 
A large 
Allied officers participated in the din- 
ner 


number of American and 


which was served in the officers’ 


lounge in an atmosphere of mutual 


understanding and confidence in the 


success of the new chapter. 

Among those present in addition to 
the officers already mentioned were: 
General Brygoo, French Army, chief 
signal officer, Allied Forces Central 


Europe and his deputy, Colone 


nings, U. S. Signal Corps; Brig. 
Ivan L. Farman, chief signal 

Allied Air Forees Central Eu 
J. H. Pernice, head of the elect 


division, NATO Headquarters; G 
Captain Stevenson; Colonel Pur 
Colonel Zitzman; Lt. Col. J. J. Fet 
Colonel Strassburger, USFA; Lt 


H. A. Vest; Majon 


sentatives of the 


Decker, and 
telecommunicat 
industry including: A. H. de G 


and Mr. Williams of Internationa 


eral Electric Co.; A. de Bondini, 
president of International Autor 
Electric Corp.; Mr. Postove and | 
Grennan of the Phileo Corp.; M1 
lavazo of RCA, and Mr. Sma 


Electric Corp. 
VV 

General of California Shows 
Safety Film to Employes 


As part of its 


Westinghouse 


continuing pro 


to keep its employes safety cons« 
General Telephone Co. of Calif 
Santa Monica, Cal. (formerly A 


Ltd.), is sho 
film, “A Da 


its entire pe 


ated Telephone Co., 
the traffic 


Court,” to 


safety 
rsonnel of 
than 5,400 employes, accoraing t 
win M. 
company. 

The 
Safety 


1952, features Judge Roger A. 


Blakeslee, president 
Nat 
place awar 
Pfa 
the Los Angeles traffic court, whos 
traffic 


prevel 


film, which won the 


Council’s first 


search into the causes of 


dents, and techniques for 


such accidents have become natio 


recognized. 
Mr. Blakeslee said that compan) 
cials and safety personnel were s« 


pressed with the dramatic lessor 
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cted in a preview of the sound film 
‘hat copies were acquired for showing 
\roughout the company. It is being 
shown during working hours to groups 

50 to 70 people as rapidly as it can 
e circulated to the company’s various 
Southern Central Cali- 


offices in and 
fornia. 


“In showing this film to our people 


ir objective is to plant and nourish 


e seed of safe driving, not only when 


they are operating company vehicles, 


when they are driving their own 


cars as well,” Mr. Blakeslee said. 
He pointed out that the communica 
efforts to encourage 


tions industry’s 


safe driving and safe work habits have 


resulted in the lowest ratio of accidents 


to miles driven and hours worked re 


corded by any major industry. 


VV 


Union Company Appoints Wiltse 
Grayling Area Manager 
‘] A. Saunders, president of the 


appointment of 


ITnion 


Telephone Co., Owosso, 
tly announced the 


James Wiltse as 


the Alpena district 


aSSISt 


in that territory. Mr. Wiltse has 

idy assumed his duties supervising 

| Telephone Co.’s yperations } 
( ing, Gaylord, Roscommon, Va! 
erbilt and Houghton Lake exchanges. 
\i Wiltse Was emplovea by W este rn 
rice Co. in a supervisory capacity 
imbe of vears. He served four 

s in the U.S. Army Signal Corps 
pean Theater, and joined the 
ea . : 

Tele phone 0. as commercial 
esentative and assistant to the 
sso district manager, after his re 


from the Army. 
VV 


Move to Legalize Wire Tapping 
Renewed in Congress 


2 1 
determined drive to | 


egalize wire 


ng was renewed in Congress early 


| 


month. Prospects are that this 


rresS May move 1} where its prea 


t rs have shied off. 
(ig I: oe 


Campaign 1n 


epresentative Keating 


ader of a bipartisan 


ast two Congresses, took the lead 


With a demand that lawmakers 


hackle” the hands of federal in- 


e-tigators in dealing with spies and 


tors. 


Keating is author of 
the 


in estigation and othe) 


epresentative 


1] r . . 
ll to give Federal Bureau of 


federal investi- 


ko lve agencies, authority to intercept 
te 


phone and other communications in 


interest of national security, and 


illow their findings to be used as 

¢ t evidence. 
to now Congress has refused to 
e the telephone and other com- 
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munications privacy of the individual, 


protected by the corstitutional 
against search and seizure without due 


ban 


legal process. 
The Keating bill 
constitutional 


the 
un- 


would observe 


safeguard against 


warranted search and seizure by re- 


quiring advance permission from a 


federal judge before wire-tapped evi 


dence could be obtained, and then allow 


it only in cases specifically involving 


the national security. 


The attitude of congressional leaders 


toward a wire tap bill has not been 


indicated. 3ut bipartisan interest in 


the manifested in both the 
present and previous Congresses, indi- 
if the bill can 


clear the judiciary committee. 


General of Upstate New York 
Buys Corinth Exchange 

General Co. of Upstate 
New York, Johnstown, N. Y., has pur 
chased the Corinth (N. Y.) 
Exchange, according to L. H. 


House, 


cates a favorable stand 


Telephone 


Telephone 
Meyer, 
company president. 
The Corinth 


serves about 


Telephone Exchange 


900 subseribers. 


The prop 





No. 


. Fast. easy cutting. 
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No. 26 Tree Expert's 


yie f eer same 











No. 27 Tree Expert's 


Widely used for many years by arbo 

st } No f h has ; 

er inck EVE fc ard. /} mad 
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No. 170 Forester's 


a-large 
inch, and an unusually stiff 
make this 26-inch 
heavy cutting 


teeth, 4! 





peg points per 
blade 


saw suitable for 





USE BARTLETT 


Here is what one of our customers writes regarding 
124B SPECIAL 


easily sharpened . . 
after sharpening than any saw | ever used... 








Free on request—Catalog No. 
line of Tree Trimming Tools and Tree Surgery Supplies. 


BARTLETT MANUFACTURING CO. 


Box 51, 3003 East Grand Blvd., Detroit 2, Mich. 


SAW 


SAW 


Stands up longer 





me 
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No. 124B Special Utility 
exclusive iesigr pre 


vides big 





J itl ts pe 
} F t nd harry 
N 4-inch blade I 
, } f fy N 


No. 114B Special Utility 
114B is f hes long and offe 
lusive design ‘ae Nx 











PA rrr) ealoal nal ‘es! 


Qohy 
No. 114 Rapid Cut 
to No 


114B except that 
tooth is a well formed 





lly aeep to prov 
so furnished 


1s No. 124 








No. 127 Paragon 
\ ry popular aill-purpose pl! 
aw, No. 127 is available in 18, 22, 24 
ind 26-inch lengths 


2 


VE 





Leather Saw Sheaths 
As a safety and convenience factor for 
the operator, as well as protection for 
the saw, Leather Sheaths are available 
for all of our pruning saws 


33, listing our complete 
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... Derrick and Digger Unit 


For 3/4 and 1-TON TRUCKS 


Answers the need for a two man 
construction crew 


Now your regular telephone service 
truck can be put to the added use of 
pole setting. Normally it will take 
two men less than ten minutes to set 
up the derrick, attach the digger, dig 
the hole and set the pole—all ready 
for tamping. It’s all accomplished 
with the Model 325 Derrick and 
Digger Attachment, made to fit all 
service trucks as illustrated. 


Write for Bulletin 325. 


TEL-E-LECT PRODUCTS, INC. | 


10,007 MINNETONKA BLVD. - MINNEAPOLIS 16, MINN. 


CLEARS TROUBLE IN A HURRY 


Averages $6.00 Saving Per Fault 





Vhis easy-to-use Wheatstone Bridge 
puts its finger on faults — locates 
grounds, crosses or opens — enables 
trouble-shooters to clear lines or cables 
in minimum time. 


A recent survey among users indi- 
cates that this Test Set saves from 1 to 
8 hours in locating faults, as compared 
with other methods. In terms of man- 
hour cost of trouble-shooting, it saves 
an average of $6.00 per fault. From 
this average figure, it appears that 
after locating 25 faults the instrument 
has saved enough to pay for itself. 
After its 25th location, this Test Set is 
actually earning money. 


These savings, as well as the bene- 
fits of subscriber good-will are yours 
with the purchase of one of these Test 
Sets. If more information is required, 
write for Catalog EF22-53-442(1). 


A FREE HANDBOOK explaining 
methods of using this Bridge for 
locating grounds, crosses, opens and 
other faults, will be sent on request. 
Write for Note Book EF-53-441(1), 
“Notes on Fault Location in Cables’’. 


LEEDS & NORTHRUP COMPANY , (961 STENTON AVE, PHILA. 44, PA. 


(a LEEDS & NORTHRUP 


Stays n” MET AU EEETS Teeuerans AUTOMATIC CONTROLS EAT. TREAT OG FURmACES 


Il. Ad. B-53-441 (4a) 
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Sets poles up to 35'; takes augers 
8" to 20" diameter 


Packaged unit 
installation by 
your local mechanic 












erty adjoins that of the General co 
pany; it is the company’s intention 
incorporate the Corinth exchange i: 
its operations. Prompt installation 
telephones for those who want sery 
and upgrading of service for those \ 
want fewer subscribers on one line 

the company’s immediate plans. 


Vv 


REA Retains Five Former Bell 
Men as Engineer Consultants 

REA recently announced it has 
tained a group of five former | 
System employes as engineering 
sultants in its technical stand 
division. They are: Dr. H. M. 7 
blood, K. S. Johnson, Elmer G. | 
john, A. L. Richey, and Har 
Hodes. 

Dr. Trueblood served as assista 
rector of the transmission engine 
department of the Bell Telephone 
oratories prior to his retireme 
1949. 

Earlier, as protection develop 


director, Dr. Trueblood was respo! 


for developing methods to preve 
terference with telephone service 
electrical sources. Before that he 
assistant protection development 


neer and assistant electrical te 


ence engineer with the Americar 
phone & Telegraph Co. for 16 years 
During World War I, he worke« 
one year with the U. S. Navy or 
marine detection problems. 

Since his retirement from the 
Laboratories, Dr. Trueblood has serv 
as the chairman of a panel of ex 
on interference reduction set up b; 
Research and Development Boa 
the National Military Establishm« 

Mr. Johnson, who retired fro 
Bell Telephone Laboratories in 
served 40 years in the telephon 
dustry. 

As transmission standards engine 
at the Bell Laboratories, Mr. Johns 
worked on telephone transmission 
lems and personally designed transmis 
sion circuits used in the present Bi 
System telephone sets. 

3efore joining the Bell Laboratories, 
Mr. Johnson worked for 20 years al 
Western Electric Co. While ther 
did theoretical investigation on ave 
filters and equalizing networks; he 


signed the first such filters and 
works ever used in the Bell Syst 
the REA _ reports. His lecture 
transmission to Western Electric 


Se 


neers and to graduate students at /1a 
vard University form the basis of 
book, ‘‘Transmission Circuits for | ele 
phonic Communications.” 

Mr. Richey also joined REA «fte 
long service with the Bell System. H' 
retired from Bell Laboratories in 
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There he supervised development of 
outside plant electrical testing appara- 
tus and did general consulting work on 
outside plant problems in connection 
with telephone cable systems. 

For 14 years before that, his main 
work at the Bell Laboratories was in 
supervising work on developing cable 
terminals, cable and station protectors, 
cable splicing and installation prac- 
tices, and the development of cable- 
testing methods and apparatus. 

A specialist in dial traffic engineer- 
ing, Mr. Littlejohn retired in 1950, 
after 27 years with American Tele- 
phone & Telegraph Co. In their op- 
erations and engineering department, 
he worked primarily on step-by-step 
and small automatic central office 
equipment, and collaborated in the de- 
velopment of automatic equipment. Be- 
fore going with AT&T he worked for 
11 years with the Southern Bell Tele- 
phone Co., doing supervisory and gen- 
eral traffic work. 

Mr. Hodes had 46 years of experi- 
ence in the telephone industry and one 
year’s experience as a commodity in- 
dustry analyst with the National Pro- 
duction Authority (NPA) before join- 
ing REA as a consultant late in 1952. 
At NPA his work involved analysis 
of construction materials requirements, 
industry trends, rapid tax amortization 
plans of operating telephone companies. 

Hodes retired from the Chesapeake 
& Potomac Telephone Co. in 1950. He 
began work with that company in 1904, 
working on estimates and specifications 
for outside plant construction and ma- 
terials requirements, on conduit and 
cable distribution records and outside 
plant extensions. Later he became 
plant statistician. This was followed 
by 21 years in the cost analysis field, 
including depreciation studies, account- 
ine classifications, operating expendi- 
tures, and property and cost records. 


VV 


Lincoln, Neb., Will Have 
Two New TV Stations 

Two new television stations are un- 
des construction at Lincoln, Neb., and 
are expected to begin telecasting within 
th: next few weeks. They are KFOR- 
and KOLN-TV. 
Negotiations are now in progress be- 
tween the Lincoln (Neb.) Telephone & 
Tegraph Co. and the American Tele- 
phone & Telegraph Co. for the con- 
St:uction of a micro-wave radio relay 


a 


Sy tem from Omaha to Lincoln to bring 
ne’ work television to Lincoln. 

has been said that inflation occurs 
wi you have a radio you paid $10 for 
bei -e the war, and it now costs you 


$15 ‘0 get it fixed. 
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Alphaduct drop wire is designed 
and built to be the longest lasting 
drop wire you've ever installed 

It's tested... completely, thoroughly and 
often to make sure that every single 

coil is up to Alphaduct’s rigid standards. 


Here's how the insulation 
is tested to make sure it won't crush 


Short lengths of Alphaduct are 

placed between the steel plates of a 
compression testing machine. These 

plates are then forced together at uniform 
speed until the insulation crushes 

Alphaduct parallel drop wire has to withstand 
a minimum load of 1500 pounds before 

it breaks. Each conductor of Alphaduct twisted pair 
‘will withstand a 1000 pound pressure. 


You don't have to worry about a little 

rough handling breaking down this kind of tested 
insulation. Try Alphaduct drop wire. It’s 

dated, so you can see for yourself the extra wear it provides 


ALPHADUCT 

F SP TAU UU | wine AND CABLE COMPANY MILLTOWN, NEW JERSEY 
NATIONAL DISTRIBUTORS * LEICH SALES CORPORATION, CHICAGO, ILLINOIS 
REGIONAL DISTRIBUTORS * PANKEY SUPPLY CO., CHARLOTTESVILLE, VA. 


THE LINDSAY TELEPHONE SUPPLY CO., CLEVELAND, OHIO 
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Perfect 
INSTALLATION 
SERVICE 








No. 6112-D 
PONY 
PINTYPES 
No. 6109-D 
Porcelain Products insu- 
lators for the telephone 


industry are made to guar- 
antee top quality in insula- 
tion and top performance 
on your telephone installa- 
tions. A complete and 
diversified line with each 
item especially engineered 
and produced to exacting 
specifications for telephone 
service. 

Sold through your jobber. 
Write direct if he does not 
carry the P.P. line. Ask for 
copy of our Telephone 
Inselator Booklet. 

No. 6061 











STRAINS TREE KNOBS No. 4-2 GR. TUBES 


PORCELAIN PRODUCTS, INC. 
FINDLAY, OHIO 


VULCAN 


SCREW TIP 


Built for ruqged 
handling 



















Cool wood handle 


The ‘‘hang'’ or 
balance that makes 
work easy 


Low operating 
cost. 


STANDARD 
TIP SIZES 
se” 
y2" 

Ye" 
1¥%e" 
1%" 
1%" 
1%" 
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RICHARD CHUN, station installer, marks 


the completion of Mutual 








Telephone Co.'s paystation 


conversion in true Hawaiian style as FRANCIS MEDEIROS, PBX installation supervisor, looks on. 
Recently, Oahu's 1,200 paystations were cut over from nickel to 10-cent calling in eight hours by 


35 of Mutual's plant men. 
required about eight minutes. 
completion ceremony. 


Used in testing the instruments were 2,400 nickels. 


Each conversion 


This paystation in downtown Honolulu was set aside for the official 
DOROTHY PERRY, Honolulu miss, who made the last nickel telephone call 


on Oahu, was presented with a red carnation lei to mark the event. 


Telephone Transcriber Saves 
Nebraska Police Time, Work 


Lineoln, Neb., 
police headquarters will permit officers 
to telephone their their 
rather having to return 
to the station to write them up as they 
have the 

The 


ceiver 


A new dictaphone at 


reports from 
beats, than 


done in past. 


contains a 
with the 
switchboard at 
will 


new equipment re- 


and _ transcriber re- 


ceiver connected to the 
the 


up to 15 


sergeant’s desk. It transcribe 


minutes of conversation or 
1,500 words and will receive calls either 


from a regular telephone or from a 


police box. 


the 
the 

Chief 
new 


Stenographers at 
will 


headquarters 
later transcribe 
record forms. 
that 
would 


reports on 
Carroll 
dictaphone 


for 


conversations, 


Police Joe 
the 


not be 


emphasized 


equipment used re- 
but 


would be employed only for the record- 


cording telephone 


ing of reports. 
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International Announces New 
Line of Utility Trucks 


International Harvester Co. on Jan. 


25 introduced a completely new line of 
motor 


light, medium, and heavy-duty 
utility trucks. Among those announced 


are the following models: 


inches of 
concrete 
per minute! 


drills 


















gives lowest cost per foot of 
concrete drilled with a TILDEN 
Rotary Konkrete Kore Drill. Tw 
thirds more cutting surface maké 
Tilden 70% more efficient. Dr 
5 to 7 times more holes withc 
resharpening — even reinforced 
concrete. Free factory resharper 
ing! Use with any electric or air 
drill. 29 standard sizes, 3/16” 
to 4”. Interchangeable 
shanks up to 60”. 





TILDEN 


ROTARY 
KONKRETE KORE 


drill | 





Patented core 
slot expels 


cuttings 
automatically! 
U.S. Pat. No. WRITE TODAY 
2506474 Avge his 
SOLD BY SUPPLY illustrat 
catalo: 


HOUSES EVERYWHERE 


TILDEN TOOL 
MANUFACTURING COMPANY 
209 Los Molinos * San Clemente, Califor'a 


Branch Office: 
1144 W. Washington Bivd., Chicago 7, Illino's 
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CONTINUAL RESEARCH MAKES TAYLOR-COLQUITT POLES 


INCREASINGLY BETTER 


Below are shown two pilot treating cylinders in the Taylor-Colquitt 
research laboratory. One is six while the other is 26 feet long. 






Manned by graduate technologists, these cylinders in conjunction with a 
large amount of special laboratory apparatus, are used not only to aid 
in the control of Taylor-Colquitt production operations but also to develop 
new and better wood preserving techniques. 


Continual research with this equipment means increasingly better products 
—increasingly greater values for the ever growing list of telephone com- 
panies that specify Taylor-Colquitt poles. 

Taylor-Colquitt poles are distributed to independent tele- 


phone companies exclusively by Automatic Electric Sales 
Corporation, 1033 West Van Buren Street, Chicago 7, Ill. 


TAYLOR - COLQUITT CO. 


SPARTANBURG, SOUTH CAROLINA 





PLANTS AT SPARTANBURG, SOUTH CAROLINA AND WILMINGTON, NORTH CAROLINA 
¢ ; ‘ es <F 








CODE No 
SE-1648 R.H 
SE-1780 L.H. 


CASTINGS MADE 
FROM ALUMINUM 
ALLOY 


Telephone Accessory [tem 


~ Wanted 


to Manufacture 


"The Roller System" 
e “MONEY SAVED IS MONEY EARNED.” ROLL 
UP YOUR SAVINGS BY USING THE CASE ALUMI- 
NUM TRANSPOSITION POINT BRACKETS. 


CLIENT WILL BUY all or part of an | 
existing business or make roy alty arrange- | 
ments with the inventor of a new product. | ® Lightweight, casy to install, weighs less than four 
° ) C ~ 1 e > m. m4 ~ $ ns > : > 2 ye 
Accessory items only wanted, selling | pounds _ pl te with insul ators, equipped with rubl - 
bushings which insures continuous operation of circuit 
for under S200. No handsets no | should glass insulators be broken. A trial will convince 
| you. Save on your installation! Save on your maintenance! 
| Send for complete booklet which describes the bracket 
| fully and also its many valuable features. 
ould 


switchboards 


Product must have $100,000 a year 
Sold and distributed by: 
WEST COAST: Maydwell & Hartzell, Inc., San Francisco 3, Cal. 
ELSEWHERE IN U.S.A.: Buckeye Telephone & Supply Co., 
Columbus 12, Ohio; Joslyn Mfg. & Supply Co., Chicago 6, IIl.; Line 
Material Co., Milwaukee 1, Wis., or through your local distributor. 
CANADA: Transandean Canada Ltd., 360 St. James St. W., 
Montreal 1, Canada 


sales potential. 
Allreplies held confidential. Our client’s 


employees know of this advertisement. 


HENRY A. LOUDON ADVERTISING, INC. 


TRANSANDEAN ASSOCIATES, 
INCORPORATED 


Consulting Engineers and Constructors 


P.O. BOX 214 ORANGE, N. J. 


Statler Office Building, Boston 16, Mass. 
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Service-utility bodies, matched to 
chassis and designed specifically for on- 
the-job service or utility work, avail- 







International R-120 light-duty truck. 


International 
R-110 and 


_ Ae 


able on two 
models, the 


light-duty 
t-120, with 





Acorn wire has 


meant quality 
Neoprene jacketed for drop, distributing and 
bridle wire. Acorn plastic insulation for inside, 
jumper and cross connecting wire. Specify Acorn. 


gross vehicle weight ratings from 4,200 
to 6,500 pounds. There are two body 
sizes, the 77-inch for 115-inch wheel- 
base models and 89-inch for 127-inch 
wheelbase models. These and Interna- 
tional’s other new light-duty models 
are powered by the 100-horsepower 
valve-in-head Silver Diamond 220 en- 
gine. 

Nine new pick-up models, featuring 
642, 8 and 9-foot all-steel bodies, are 
available in the R-110, R-120 and R-130 
series. Gross vehicle weight ratings 
range from 4,200 to 8,600 pounds. 
Three wheelbases and a variety of axle 
ratios and transmissions are offered. 
They also are powered by the 100- 
horsepower valve-in-head Silver Dia- 


mond 220 engine. 








since 1914. 


ACORN INSULATED WIRE CO., INC. 


36 FREEMAN STREET, PAWTUCKET, RHODE ISLAND 


LEICH SALES CORP., 427 W. Randolph St., Chicago 


THE LINDSAY TELEPHONE SUPPLY CO. 
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Medium and heavy-duty trucks, 
which provide for easy mounting and 
interchangeability of standard bodies. 
R-170 series models (gross vehicle 
weight ratings from 16,000 to 19,500 


pounds) are available in 130, 142, 154 





International R-170 heavy-duty truck. 


or 172-inch wheelbases. R-170 sei 
powerplant is the 100-horsepowe: 
Super Blue Diamond engine. It 
available with gasoline or LPG {1 
system. 


VV 
Stromberg-Carlson Uses TV 
At Sales Conference 

A. F. Gibson, N 


Stromberg-Carlson’s telephone divisi: 


general Manavel 

opened the company’s annual telephon 
sales conference at the Seneca Hot 
in Rochester, N. Y., on Jan. 14. He 
began with a general summary of the 
company’s accomplishments during 
1952, and its prospects for 1953, sti 

ing an optimistic note for both years. 
The session on Jan. 16 featured the 
use of television for audience observ: 
tion of an actual sales presentatio! 

a bona fide customer. Stromberg-Ca 

son’s telephone sales manager, T. C. 
states that 
two “firsts” in 


Thompson, event ma 


sales 


techniques 
first time television has been so used 
in a sales demonstration, and the first 
time an attempt at a real sale has bee: 
made as a key demonstration bef 
an entire sales staff. 

The set-up for the demonstratior 
quired the use of two television ca 
Driscol 
Stromberg-Carlson’s station WHAM 
TV, and two of the company’s 21 


eras, directed by George 


panoramic vision television receiv 
John Cornelius and Joseph Ottalagana 
represented Stromberg-Carlson in n 
ing the sales presentation to Gene 
Manager S. Fred 
Dinsbier, plant 
Chautauqua & 
Westfield, N. Y. 


While this was being 


Nixon and Ge 
superintendent of 
Erie Telephone Co) 


done in 
room, with the two TV cameras pick 
up all the action and a 
getting the conversation, the audie) 


microph« 


ot salesmen and sales engineers W 
gathered in a second room, listen 
and watching each move as salesm: 


Cornelius and Ottalagana explained t 
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Sa 
the 
bu 
Fa 
Tex 


qua 


H 


atures of the equipment and reasons 
hy the Chautauqua & Erie Telephone 
rp. should buy an XY _ switchboard 
and allied equipment for its telephone 
exchange. In this second room also 
was Sales Manager Thompson, who 
conducted a running commentary on 


~ 


the progress of the sale, emphasizing 
important features, calling attention to 
typical customer reactions, and remind- 
ing his audience of any possible omis- 
sions in the presentation. 


This use of ‘‘closed-circuit” television 
permits one group to observe closely all 
activities, conversation, and reactions 
of a second group without the embar- 


assment of actual physical presence. 





A. F. GIBSON 


It was said that this may set a new 
pattern for sales conferences, espe- 
cially when used in conjunction with 
a real sales situation as set up with 
the Westfield company on Jan. 16. 
\ctivities on that date, the last full 
lay of the conference, included a ban- 
quet, with addresses by R. C. Tait, 
company president, and Neil A. Gal- 
lagher, account executive of the Rum- 
rill Advertising Agency. The Jan. 17 
morning sessions were devoted to pol- 
cy discussions, announcement of sales 
quotas, and final remarks at noon by 


Messrs. Gibson and Thompson. 
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Oliver Names Representative 
In South Texas 
I W. Johnson, general manager of 


Sa pole line hardware division, of 
the Oliver Iron & Steel Corp., Pitts- 


Automatic Electric 
New Type 56 
High Voltage 
Pole Arrester 








As they put their new Type 56 Arresier to 
the smashing 12,000-volt, 400-ampere test, 
Automatic’s engineers held their breath. 
Under such punishment, anything could 
happen. Yet—wnothing happened to Type 
56! Nothing .. . except an instant “click”’ 
as the bi-metallic plate touched the carbon 
electrodes and grounded the charge. Then, 
nothing except silence as the bi-metallic 
plate reset itself when the power was shut 
off. And Type 56 had cut the 12,000-volt 


potential down to a safe 50 volts! 


“Nothing happened” is your assurance of 
positive power cross protection with Type 
56. And its bi-metallic plate lets you for- 
get resetting trips, replacement of carbons, 
manual readjustment. Moreover, you'll need 
fewer Type 56 Arresters, because each pro- 
tects four wires instead of two as older 
arresters do. Order easy-to-install Type 56 
today. One to 24, $5.95 each; over 25, 
$5.35 each, f.o.b. Chicago. Cat. No. SB-97. 


Product of the Telephone Specialty Department of 













bu Pa., has announced that Roy T. ———— — ee —— 
Fal «nberg has been appointed south ' Reine T | ge FLETTRIMN ide 
Texss district representative with head- PA olin accede sisi crea amanda ty atae Dauaal aks 
quatvers in Houston. 


Distributors in U. S. and Possessions: Automatic Electric Sales Corporation 
Export Distributors: International Automatic Electric Corporation 


He will work out of the Dallas office 1033 West Van Buren Street, Chicago 7, U. S. A. 
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Shown at General Telephone Directory Co.'s recent eastern area sales conference, held in Evanston, Ill., are, seated (left to right): W. E. CATHERS, 
trade mark supervisor; J. E. ELAM, Michigan sales supervisor; TED J. HERRON, Wisconsin sales supervisor; JOHN E. UNCAPHER, Ohio Soles 
supervisor; E. T. JORDAN, general sales engineer; D. B. SIMPSON, division sales supervisor; LELAND J. MAST, assistant vice president; O. D. 
SWANSON, eastern publishing manager; DEAN R. PORTER, assistant. publishing ger; CARL EISENTRAUT, printing superintendent; WILLIAM 
GOODWIN, southern Illinois sales supervisor; FRED CUNNINGHAM, Pennsylvania sales supervisor; MARSHALL SMITH, Kentucky sales supervisor; 
D. E. LaMASTER, eastern sales manager. Standing are (left to right): HENRY WORTH, sales office supervisor; O. B. LLOYD, vice president and general 
manager; J. S. RICHER, Indiana sales supervisor; FRANK DAVIES, president; C. H. FERGUSON, southern Illinois sales supervisor; WALTER WEIR, 
Missouri sales supervisor; L. A. BUCKLAND, division sales supervisor; J. G. SCIRCLE, New York sales supervisor, and BERT BALLINGER, art director 





but his activities will be supervised service 400 lines of Kellogg 1040 type over 100,000 subscribers availabl 


by G. M. Daly, southern sales manager crossbar dial equipment at its Mar- them in Syracuse on a free se! 
of the company’s pole line hardware _ cellus exchanges. basis. 
division in Birmingham, Ala. One of the features of this new sys- To accommodate this traffic the M 
VV tem is that it is connected to the New cellus crossbar unit was installed h 
York Telephone Co. metropolitan dial- 18 one-way trunks into Syracuse and 
New York Independent ing area of Syracuse, N. Y. This al- 15 trunks from Syracuse. Also _ in- 


Cuts Over to Dial lows Marcellus subscribers “free” dial cluded were 12 CLR toll trunks to Syr- 
The Finger Lakes Telephone Corp., service to and from Syracuse. The _ acuse and four “free” service trunks to 
Marcellus, N. Y., recently cut into 1,200 subscribers in Marcellus have Rose Hill, a satellite office. 





oe 





in underground 
cable systems 


Transite Ducts minimize duct replace- 
ments: Inorganic, non-metallic, cannot 
rust... immune to electrolysis .. . 
resist soil corrosion . .. withstand all 
normal soil stresses. 

Transite Ducts protect cables from 
damage: Smooth bore makes cable 
pulling easy, reduces abrasion. Com- 
position cannot corrode cable sheath 

. is fireproof. 

Transite Ducts are easy to install: 
Lightweight 10 ft. lengths are easy to 
assemble or disassemble. Save time 
and labor when installing. 

Write for complete information 


to Johns-Manville, Box 60, JM| 


New York 16, N. Y. 


Mr Sra Or LUT NILES, I SEITE ee i BE HE ae i Oe 





Johns-Manville | 


TRANSITE DUCTS; 


Transite is a Johns-Manville registered trade-mark 





Raney ELAR LINERS PIT PRO IS rEg OMAR E A Rtn cas 


Making the first call over the new Marcellus system was Mrs. M. A. CLARY. Her son, J. A. CLARY, 
SITU Mer tty tel sf 


“ ‘ manager of the Finger Lakes Telephone Corp., looks on. 


LT eee i tae bel wernt yo 
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CYRUS G. HILL 
ENGINEERS 


PLANT — TRAFFIC — COMMERCIAL 
VALUATIONS AND ORIGINAL COST 
231 S. LA SALLE ST., CHICAGO 4 








Microwave Services, Inc. 
“Architects of Modern Communications" 
Consultants, Engineers, Constructors 
Wire and Radio Telephone Systems 


45 Rockefeller Plaza Circle 7-4953 
New York 20, N. Y. 








SLOAN, COOK & LOWE 


CONSULTING ENGINEERS 
120 SOUTH LA SALLE STREET 
CHICAGO 


Appraisais—Original Cost studies 
Depreciation, Financial, and Other 
Investigations 











TELEPHONE PRINTING 


By People Who Know 
the Telephone Business 
SEE THE SUTTLE CATALOG 


SUTTLE EQUIPMENT CO. 


LAWRENCEVILLE ILLINOIS 





J. E. ALBERT 
Engineering and General Consultant 
Reports for 
FINANCING e@ PURCHASE e@ SALE 
185 NORTH WABASH AVENUE 
CHICAGO 1, ILL. 














SPECIALIZED COLLECTION SERVICE 
for telephone companies (Since 1926) 
on delinquent and charged off 
accounts 
No Advance Fee Required 


COMMERCE SERVICE CORPORATION 
1333 W. Hunting Park Ave. Phila. 40, Pa 
Telo. Mi 4-2420 











CUT BILLING COSTS 50% 


Use the new carbonized telephone bill form. 
Bling data inserted but ONCE to complete 
aii stubs of bill. 


No smearing—No smudging. 
Write for prices and samples. 


TELEPHONE BILL SERVICE 


7367 N. Clark St. Chicago 26, Ill. 





WORLD’S BEST SMALL TRENCHERS 


Portable DITCH-WITCH digs 
2” to 6” clean, even ditches 
to 36” depth in every type 
soil. Complete unit — self 





propelled. Four rugged 
models. 
Write today for illustrated 
literature. 


THE CHARLES MACHINE WORKS 
625 B. Street Perry, Oklahoma 
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During the 21 days following the 
cut-over 104,000 calls were completed. 
These included over 38,000 to Syracuse 


on a “free” service basis and over 10,- 
000 toll calls. 
Bill Davidson of Collier’s magazine 


attended the cut-over and the Marcellus 
cut-over referred to in an article 
by him in the Feb. 7 issue of the pub- 
lication. The title of the 
*5,000 Ways to Make a 


was 


article is 
Phone Call.” 


Vv 


1952 Fire Loss All-Time 
High, NBFU Reports 


Fire last year damaged or destroyed 
$784,953,000 worth of 
property in the United States. 
$55,548,000 or 7.3 per cent more 
for 1951, $96,493,000 or 14 per 
more than for 1950. 


an estimated 
This is 
than 
cent 
Report of this was made today by 
Lewis A. Vincent, general manager of 
the National Board of Fire Under 
writers, who pointed out that the losses, 
when measured in dollars, are at an 
all-time high for the 
tive year. 


second consecu- 


Since 1935 when fire losses amounted 


to 235 million dollars, they have in- 


creased 3.3 times. Gross national prod 
uct, on the 


market 


other hand, which is the 
value of all of the nation’s 
goods and services during each year, at 
time 
from 72 dollars to an 
estimated 343 billion dollars. 


the same increased nearly five 


times billion 


In nine-year periods the average loss 
1926 through 1934, $428,- 
1943, $285,281, 


1952, $626,564,222 


is as follows: 
455,792; 


ya A 


1935 through 
1944 


These 


through 
Mr. 


underscore the need for continuous at- 


facts, Vincent declared, 
-a need that 
too often is overlooked by the individ- 


tention to fire prevention 


ual, the one whose carelessness in the 
last analysis is solely 
90 per cent of all 

Mr. Vincent 
mated fire during December 
amounted to $74,127,000, an increase of 
8.7 per cent over losses of $68,206,000 
reported for 


responsible for 
fires. 
reported also that esti 


losses 


December, 1951, and an 
increase of 13.8 per cent over losses of 
$65,129,000 for November, 1952. 
These estimated insurance losses, Mr. 
Vincent pointed out, include an allow- 
ance for 


losses. 


uninsured and unreported 


Vv 


- a business system which is con- 
stantly ready to do things in a new way 
is a very slippery one, able more and 
more easily to elude the grasp of 
That is 
in Washington are 
finding out.”—EpDITORIAL STATEMENT, 
The Wall Street Journal. 


central 
our officials 


would-be planners. 


what 


TAKE A LOAD OFF 
YOUR BATTERIES 





AND OFF YOUR MIND 


INSTALL A LOT ROL, 





75A 


ENJOY THE 


REST 


THEY’LL 


Aly 
Qi} 


SS 





AND SO WILL YOU 


FLOTROL has no moving parts, re- 
quires no routine maintenance or 
adjustment; it supplies the load cur- 
rent as you need it, doesn't wait for 
the load to pull the battery down 
and then recharge the battery. Re- 
sult—tlonger battery life, less power 
consumption, fully charged batteries 
all the time, and scores of mainten- 
ance man-hours saved yearly. 
Single-phase models from 1/2 am- 
pere to 24 amperes, described in 
Bulletin 160. 

Three-phase models from 25 amperes 
to 200 amperes, described in Bulle- 
tin 161. 


LORAIN 
PRODUCTS CORPORATION 


1122 F STREET LORAIN, OHIO 





FLOTROL, 


PARTNERS Im DEFEND ARNT 


Sus-crcif 











CLASSIFIED SECTION 


Rates 15 cents per word payable in advance. Minimum charge $3.00 for 20 words or less. 
Classified advertisements must reach us 8 days before publication date. 





FOR SALE 





FOR SALE 


Immediate Delivery 
2,000 feet—I6 pair 22 gauge Ankoseal 


Cable 

2,000 feet—5I pair 22 gauge Ankoseal 
Cable 

4,000 feet—26 pair 22 gauge Ankoseal 
Cable 


12,600 feet—26 pair 22 gauge Lead Cov- 
ered Western Electric Cable 
F.O. B. Chicago 
TELEPHONE REPAIR & 
SUPPLY COMPANY 
1760 W. Lunt Ave. Chicago 26, Ill. 
Telephone—ROgers Park 4-3818 











COMPLETE CENTRAL OFFICE- 
available January 1954. 633-line com- 
mon battery Stromberg-Carlson Univer- 
sal Super Service Multiple Switchboard 
new in 1946. Kellogg test cabinet, main 
frame, relay racks, 320 ampere bat- 
teries, chargers, power board, ringing 
machines, operators’ chairs. Price upon 
request. Write Quincy Telephone Co., 
Quincey, Fla. 


ONE 1944 G.M.C. 2-TON CON- 
STRUCTION TRUCK with Body, 
Winch, Winch Line, Pole Derrick, Hy- 


draulic Device for locking foot brake, 


new battery. Chains for dual wheels. 
Excellent tires. Price $750. We also 


have a set of telephone construction 
tools for sale. Contact: L. J. Robert- 
son, Belmont Telephone Co., Platteville, 
Wis. Telephone 7116 or 2246. 


FOR SALE 


CABLE FOR SALE —two reels 
(3,500 feet and 3,600 feet) of 11 pair 
19 gauge lead covered cable. These 
reels have never been opened. West 
Iowa Telephone Co., Remsen, Iowa. 





GUARANTEED 
NEW AND STANDARD 


#30 Latest Receivers, W/ 
EES 9 ES Se @ $1.75 ea. 


Stromberg 
cords 


Western Electric +706, W/H-1 Capsule, 
oe Peer eee @ $1.75 ea. 
Western H-1 Capsule only....@ $1.50 ea. 
Parts from Stromberg +105 Magneto 
Boards, Used, for Repairs. Reasonable. 
INDEPENDENT TELEPHONE 
REPAIR CO. 
2137 W. 2ist St. Chicago 8, Ill. 


FOR SALE 











TELEPHONE WIRE 


30,000 miles, W 110-B Insulated, seven 
strands, 4 steel, 3 copper, single cotton 
braid jacket, water resistant compound 
coated, 1 mile to a reel. Unused—excel- 
lent condition. Price—.002 ft. 


Ecco—230 E. 127 St., New York, N. Y. 








NEW LEICH +605 
HANDSET TELEPHONES 
Complete with W.E. #5HA-2 Dials (Black Nu- 
merals with Operator in ‘'O'' position). W.E 
F-| and HA-! Capsules, Neoprene Cords. 25 
33-1/3. 50 and 66 cycle ringers or Straight line. 

Only 150 available at $20.00 each. 
Buckeye Telephone & Supply Co. — 
1250 Kinnear Road Columbus 8, Ohio 











fications. 


1250 KINNEAR RD. 





DO YOU NEED RELAYS? 


(Reconditioned) 


Western Electric "U," "R," “E" types, 
Etc. Stromberg-Carlson +200 types. 
Kellogg +2000 types. 


We are able to make up cord circuit plates— 
trunk circuit plates, wired to terminals or ter- 
minated on cable in accordance with your speci- 
Send full information and available 
circuit drawings with inquiry. 


BUCKEYE TELEPHONE & SUPPLY COMPANY 


COLUMBUS, OHIO 


Kingswood 0655 


LEAD CABLE 

W.E. +19 ga. single paper, lead, 
300 pair. 

| piece 115 ft. new, sealed. 

| piece 200 ft. new, pressurized. 

price, f.o.b. Los Angeles, on lagged, 
no dep. reel $2.00 ft. 

| piece 55 ft. +22 ga. single 
paper, lead 400 pair, $2.50 ft. 


TERMINALS 


W.E. BIO! (B box) with 2,101 pr. 
term. (1 fused) $95.00 
W.E. +E 51 (double spaced studs) 
unprot., with stub $19.50 
W.E. G & H 51, with stub $12.50 
—Gz26, with stub $10.00 
Cook Uniflex, 51 pr., with 10 ft. stub 
(for wall or cabinet) $10.00 
W.E. LA 16, prot., in green steel 
interior cab. complete $37.50 
W.E. LA 26, prot., in green steel 
interior cab. complete $49.50 


Write for quotation on your 
every telephone need 


tHe Telectric co. 


1218 VENICE BOULEVARD 
LOS ANGELES 6, CALIF 
Richmond 2249 















FOR SALE 


RECENTLY PATENTED TELEPHONE & TELE- 
GRAPH ACCESSORY, now selling extensively 
throughout North America and Scuth America 
as well as overseas. Owner and inventor de- 
sires to retire account failing health, unable 
to give project proper attention. Opportunity 
make big money. For particulars write: Box 
No. 3275, c/o TELEPHONY. 

















WANTED TO BUY 


TWO OR THREE POSITION COM- 
MON SWITCHBOARD wired and 
equipped with at least 300 lines, uni- 
versal cord circuit and wired for about 
40 rural lines. Seventeen cord circuits 
in each position. Also 600 line main 
frame, Cook with heat coils prefe red. 
Wittenberg Tel. Co., Wittenberg, \Vis. 








Old, established, nationally know» 
company interested in the purchase 
of Patents, New Products or Com 
panies that have an application i» 
the telephone field. 

CONTACT 
BOX NO. 3013, c/o TELEPHONY 











TELEPHONY 
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